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: ADAMS & KELLY COMPANY 
OMAHA, NEBRASKA 


To the Trade 


N compiling this Vest Pock- 

et Catalog we have kept 

uppermost in mind your 
convenience and needs. We 
have not tried to illustrate our 
full line, but have abridged our 
general Catalog No. 35, giving 
you in this handy book only the 
high-lights of “Bilt-Well” Mill- 
work. It also contains much 
information for which you have 
daily use and we present it to 
you with the hope that it may 
be of valued service. 


Adams & Kelly Co., 
Omaha, Neb. 
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OFFICIAL GRADES AND PRICE 
LIST 


Adopted April 10, 1919, by Wholesale Door and 
Sash Manufacturers 


Effective May Ist, 1919 


DOORS 


No. 1 Quality. Material in No. 1 Doors must 
be Clear, with the exception that water stains 
and small pin knots not exceeding one-fourth (1%) 
inch in diameter may be admitted. No piece to 
contain more than one (1) such defect and no 
door more than a total of five (5) such defects; 
white sap not considered a defect. Workmanship 
must be good. 

No. 2 Quality. Material in No. 2 Doors may 
contain knots not to exceed one (1) inch in diam- 
eter, and blue sap showing on one or both sides 
not to exceed twenty-five (25) per cent of the 
entire door surface, and gum spots oe on 
one (1) side of a piece only and other slight 
defects, shall not exceed eight (8) in number on 
each side and each white pine stile, bottom and 
lock rail must contain at least one (1) and_ not 
to exceed two (2) such defects; plugs admitted 
and not regarded as a defect. Slight defects in 
workmanship admitted. 

No. 3 Quality. Material for No. 3 Doors may 
contain all stained sap and small worm holes and 
fine shake; also knots not exceeding one and 
three-fourths (134) inches in diameter. Twenty 
(20) defects may be allowed on each side, also 
slight defects in workmanship. Each piece of 
white pine in a No. 3 Door must contain a defect. 
Not more than six (6) defects allowed in any one 
piece. 

No. 4 Quality. No. 4 Doors are regarded as a 
cull door and must contain large coarse knots 
and may contain rot, worm holes, shake and other 
serious defects. 

A standard door may be through tennon, blind 
tennon or dowelled. 

WINDOWS 

Check Rail Windows may contain one (1) knot 
one-fourth (%4) inch in diameter in each piece of 
a window. White sap may be admitted. Work- 
manship must be good. 

Plain Rail Windows and Sash may contain blue 
sap and small knots. 

4 WOODS ADMISSIBLE 

Woods other than Michigan, Wisconsin and 
Minnesota or Western Pine shall be admitted in 
Doors and Windows. 
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MILL & WORK 
DIRECTIONS FOR ORDERING 


Time, Annoyance and Expense can be saved by 
noting and following closely the 
suggestions below. 


We will understand all orders and inquiries are 
for Regular Western Style and Sizes as described 
in this catalog, unless specifically ordered other- 
wise. 

Be explicit in ordering. Do not assume that 
we know what you want. 


Always give width first, length or height second, 
then thickness. 


Always use inches to designate glass size, and 
feet and inches for openings or outside measure- 
ments. 


SASH AND WINDOW 


The term “Sash” indicates only one piece to fill 
opening. 

The term ‘“‘Window” indicates two pieces (upper 
and lower sash). 

State size of glass, number of lights, opening 
(unless regular stock) and thickness. State whether 
open or glazed, and if glazed whether single or 
double strength. 

If a window, whether check or plain rail. 

Where a window or sash is ordered with top 
and bottom lights of different heights (example, 
2-It. 40x40x16), it is understood that the first 
measurement (40) is the width of both lights, 
that the second measurement (40) is the height 
of the bottom light, and that the third measure- 
ment (16) is the pe oa of the top light. 

If segment or circle head give number of style 
desired (see page 48) and radius of circle or seg- 
ment if not regular. When Circle Head not 
otherwise specified we will furnish BW-188 with 
a radius one-half the width of the sash, less the 
width of the stile, and for Segment Head Style 
BW-190 with a radius the width of the sash, less 
the width of the stile. i 

When an odd sash or window is ordered always 
give both glass size and number of lights and 
outside opening, and, if possible, send sketch. 

f glass sizes only are given, we will understand 
that regular stock widths of stiles, rails and bars 
are required. 

Note—All windows and sash are understood to 
be glazed unless ordered open. All glazed win- 
dows or sash may be furnished primed one coat 
or with surfaces in the white to receive stained 
or other finish. 
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State width, height and thickness, number and 
arrangement of panels and quality. 


If moulded, state whether flush or raised mould 
one or two sides. 


If odd send sketch or detail. 
Odd doors will be made with regular stock 


widths of stiles, rails, muntins and panels unless 
specifically ordered otherwise. 


BW-70 


BILT @ WELL 
la 


—— 
———_—_$LLLLiL—— 


MILL & WORK 


FOUR PANEL 
FIVE PANEL 
FIVE CROSS PANEL 


8 In. O. G. Doors 


Raised panels 1 side Flat panels 1 
side 

Thick- List No, 1 List No. 2 

Size of Door ness Quality Quality 

2- 0x 6- 0 % $4.75 $4.50 


6-6 3% 5.00 4.75 
2\Gx 6-6 79S 8S. SAS oS S45 
2-8x 6-8 % 6.15 5.85 


1144 In. O. G. Doors 


Raised panels both sides 


Thick- List No. 1 List No. 2 
Size of Door ness Quality Quality 


2- Ox 6- 0 1% $5.35 $5.10 


6- 6 1% 5.60 5.30 
2- 6x 6- 0 1% 6.15 5.85 
6-6 1% 6.45 6.15 
2- 8x 6-0 1% 6.45 6.15 
6-8 1% 6.90 6.55 
7-0 1% 7.45 7.10 
2-10x 6-10 1% 7.65 7.25 
3- Ox 7-0 1% 8.10 7.70 | 


For odd or intermediate sizes, see 
Note B, page 17. . 
For larger than listed sizes, see 
Rule 1, page 17. 
For door extras, see pages 17 to 
20. 
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FOUR PANEL 
FIVE PANEL AND 
FIVE CROSS PANEL 
O. G. DOORS 


Raised panels both sides 


List List List List 
136 - me 1%-in. 1%-in. 1%- Be 
No. No.2 No.1 No.2 
Size of Door os isin Quality Quality 


2- Ox 6- 0 $5.90 B afta aa 
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12.45 
For odd or intermediate sizes, see 
Note B, page 17 


For larger than listed sizes, see 
Rule 1, page 17. 


For extras, see pages 17 to 20. 
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FIVE CROSS PANEL 
DOORS 


Bead and Cove 
Raised panels both sides 


-in. -in. -in, ~in, 
BW-73 No. 1 No. 2 N 


k 0. 0. 0. 2 
Size of Door Quality Quality Quality Quality 


6- 8 85 
6-10 7.65 7.30 
7-0 7.75 7.35 
2- 6x6- 0 7.05 6.70 
6- 6 7.40 7.05 
6- 8 7.50 7.15 
6-10 8.00 7.60 
7- 0 8.10 7.70 
7- 6 8.85 8.40 
8- 0 9.20 8.75 
2- 8x6- 0 7.35 7.00 
6- 6 7.70 7.35 
6- 8 7.85 7.45 
6-10 8.35 7.95 
7- 0 8.45 8.05 
7- 6 9.25 8.80 
8- 0 9.65 9.20 
2-10x6- 8 8.15 7.75 
6-10 8.70 8.30 
7-0 8.80 8.35 
7- 6 9.65 9.20 
3- 0x6- 6 8.35 7.95 
6- 8 8.50 8.10 
6-10 i 
7- 0 
7- 6 
8- 0 


act odd or intermediate sizes, see Note B, page 
1 


For larger than listed sizes, me Rule 1, page 17. 
For extras, see pages 17 to 2 
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CUPBOARD DOORS 
No. 1 Quality 


wae of pce ale aS of anit oun ity 
oor uality Quality oor ua. ua 
1-2x1-6 $1.25 Biss 1- 8x2- 0 $1.65 $1.80 
2-0 1,40 1.55 2-6. 2.10 2.30 
2-6 1,85 2.05 3-0 2.30 2.50 
3-0 2.00 2.28 3-6 2.75 3,00 
3-6 2.45 2.7 4-0 2.95 3.20 
4-0 2.60 290 1-10x1-10 1.65 1.80 
1-4x1-6 1,35 1.45 - 0 1.70 1,90 
2-0 1.50 1.65 2-6 2,20 2.40 
2-6 1.95 2.15 2-10 2.35 2.55 
3-0 2.10 2.35 3-0 2.40 2.65 
3-6 2.55 2.80 3-6 2,90 3.15 
4-0 2.70 3.00 4-0 3.10 3.40 
1-6x1-6 1.40 1,50 2- 0x2-0 1.80 2.00 
2-0 1.55 1,70 2-6 2.30 2.55 
2-6 2.00 2.20 2-10 2.45 2.70 
3-0 2.15 2.40 3-0 2.50 2.75 
3-6 2.60 2.85 3- 6 3,00 3.35 
4-0 2.75 3.05 4-0 3.25 3.55 
1-8x1-8 1.50 1.65 


Up to 2-0 high, 2 cross panels; 2-0 to 3-0, 3 cross 
panels; 3-0 to 4-0, 4 cross panels; over 4-0 
high, 5 cross panels. 

For rabbeting single pair, add 25c net; for two 
pair or more, add 15c net per pair. 

For 1% inch doors, add 1% inch list, 15 per cent. 

For bead and cove, add 10c list. 

For cupboard doors with a greater number of 
panels than provided for in above list for such 
size, add 10c list for each extra panel. 

Minimum charge for any cupboard door, 50c net. 

For odd or intermediate sizes, see Note B, page 17. 
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SASH DOORS 
BW-86, BW-87, BW-88, BW-89 
Bead and Cove Sticking 
No. 1 Quality 
Raised Panels Two Sides 

BW. 


List 1%-in. Glass 
Size of 1% -in. Thick Sizes 
D Gl. D. Add 


8. 
$11.00 $2.00 10x19 
11.75 2.05 11x20 
12.55 2.25 11x22 
13.15 2.30 12x21 
13,40 2.30 12x22 


13.15 2.20 13x20 
14.20 2.40 13x22 
16,35 2.60 13x25 
BW-87 


10,55 1.95 10x38 
11.65 2.05 11x40 
12.55 2.25 11x44 
12.85 2.30 12x42 
13.10 2.30 12x44 
15,00 2.55 12x50 
16.60. 2.65 12x56 
12.65 2.20 13x40 
13.65 2.40 13x44 


7-6 ° 15.80 2.60 13x50 
| ; BW-88 
| 2- 6x6- 6 10.25 1.85 211%4x38 
| 2- 8x6- 8 11.40 1.95 2314x40 
| 7-0 12.50 2.10 23%4x44 
2-10x6-10 12.65 2.10 2514x42 
| 7-0 13.70 2.15 2534x44 
| 7- 6 14.80 2.34 2514x50 
8- 0 16.60 2.45 2514x56 
| 3- 0x6- 8 13.45 2.05 27%4x40 
7-0 14.50 2.20  2714x44 
| 7- 6 16.45 2.40 2714x50 
| BW-89 
2- 6x6- 6 10.05 1.90 21%4x32 
2- 8x6- 8 10.80 2.00 2334x34 
0 12.15 2.10 2314x38 
2:10x6-10 12.30 2.15 2514x36 
| 7-0 13.05 2.20 2514x38 
7- 6 14.60 2.35 2534x44 
8- 0 15.35 2.45 2514x50 
} 3- 0x6- 8 12.15 2.10 2714x34 
| 7-0 13.30 2.25. 2714x38 


7- 6 15.40 2.45 271%4x44 
For door extras, see pages 17 to 20. 
For sizes not listed see Note B, page 17. 
For larger than listed sizes, see Rule 1, 
BW-89 page 17. 
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Bead and Cove Sticking 
No. 1 Quality 
Raised Panel Two Sides 


Li 1%-in. Glass 
Size of ¥ Thick Sizes 
Door Gl. D. S. Add 
2- 6x6- 6 F “ 21%4x35 
. 231%4x37 
23%4x41 
251%4x39 
251%4x41 
25%x47 
25% x53 
2714x37 
27%4x41 
2734x47 
2734x53 


For sizes not listed, see Note B, page 17. 
For larger than listed sizes, see Rule 1, page 17. 
For door extras, see pages 17 to 20, 


No. 3 Quality O. G. Doors 
4 Panel, or 5X Raised Panel 


List 
1% -in. 
No, 3 
Quality 


WH dH 


No. 4 Quality O. G. Doors 


In the White, also Primed one Coat. 4 Panel, or 


5X Raised Panel 


List List 
1% -in. . ae in, 
0. 4 No, 4 0. 4 


Gueiity i Quality 
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TOILET DOORS . 


BW-107 f BW-108 


BW-109 


Size of Door 
1% thick 
1% thick 


1% thick sees 


For 13-inch closet doors, add to above prices 
15% list. 


BILT @ WELL 
Chilis Mlb, 
MILL @ WORK 
DOOR EXTRAS 


Note A—These extras are intended to enable the 
forming of a complete list which shall be subject 
to the “odd” discount except when ordered in 
stock quantities. 

Note B—For sizes not listed and_ intermediate 
sizes use same list as néxt larger listed size. 
Note C—All unlisted sizes when ordered in ‘Stock 

Quantities’”’ apply stock discounts. 


LARGER THAN LISTED SIZES 


Rule 1—(a) Wider than listed sizes, use widest 
list specified of same height and add for each 
additional 4 inches or part thereof 10%. 

(b) Longer than listed sizes, use longest list 
specified of same width and add for each addi- 
tional 6 inches or part thereof 10%. 

cc) Single doors made to represent pairs, add 


$3.50 List. 
THICK DOORS 
Part Panel Rim 


Panel and Sash 
Doors Part Sash Door 


eo enone 
ee 


Rule 2—(a) 2 or 2% inch 
doors (single or double thick) 
add to list of a 134-in. 
door same size...........5 60% 65% 70% 
(b) 2%-inch doors (single 
or double thick) add to list 
of a 1%-in. door, same size 90% 95% 100% 
WIDE STILES, RAILS OR MUNTS 
For 1% For 1% 
Rule 3—(a) Stiles including 
top rails wider than stand- 
ard layout, add for each 
additional 1 inch or part 
theréot 35505504 vee cewek $0.70 List $1.15 List 
(b) Cross rails (other than 
top, lock or bottom rail) 
wider than standard layout, 
add for each additional 1 
inch or part thereof for 
each wide rail............ 10 List -15 List 
(c) Lock or bottom rails 
wider than standard layout, 
add for each additional 1 
inch or part thereof for 
each wide rail............ 15 List .25 List 


STICKING 

Rule 4—(a) C & B, B & C, 

ovolo, P. G. or square 

sticking not covered in 

lists, add to list of a similar 
OO Gr doota ee ce ees 20c List 


BILT @ WELL 
Wills Mlle 
MILL @ WORK 


DOOR EXTRAS—Continued 


ARRANGEMENT OF PANELS 

Rule 5—(a) Doors BW-70 and BW-71 over 3-0 
and not wider than 4-2 will be made 3 upright 
panels wide. 
(b) Doors BW-70 and BW-71 over 4-2 and not 
wider than 5-6 will be made 4 upright panels 
wide, 
(c) Doors BW-70 and 71 over 5-6 and not wider 
than 6-8 will be made 5 upright panels wide. 
(d) Doors BW-70 and 71 over 6-8 and not wider 
than 8-0 will be made 6 upright panels wide. 
(e) Cross panel doors up to and including 7-2 
will be made 5 panels high. 
(f) Cross panel doors over 7-2 and not higher 
than 8-6 will be made 6 panels high. 
(g) Cross panel doors over 8-6 and not higher 
than 9-10 will be made 7 panels high. 
(h) For a less number of panels (making wider 
panels) special price will be charged. 
(i) For a greater number of panels than pro- 
vided by regular lists, add for each additional 
panel, 30c list. 

MOULDED PANELS 

Rule 6—Straight mould for rectangular panels, 
add to the O. G. list as follows: 
(a) Flush moulded 1 side, not over 
34x1%, per panel $0.65 List 
Flush moulded 2 sides, not over 4x 
1%, per panel 1.25 List 
Raised moulded 1 side, not over 4x 
134, per panel 
Raised moulded 2 sides, not over 3 
134, per panel 1.75 List 
(b) Preparing glass opening for flush 5 
or raised moulding add .55 List 


DOORS WITH LAMINATED FLAT PANELS 
Face Veneers shall be carefully Matched 
Rule 7—(a) Two panel doors, one wide and two 

high, use C & B Panel Door List. 
iM One panel door, use C & B Panel Door 
ist. 


(c) Two vertical panel door, use C & B Panel 
Door List. 

(d) Two vertical and one cross panel, use C & B 
Panel Door List. 

(e) Three vertical panel door, use C & B Panel 
Door List. 
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DOOR EXTRAS—Continued 
MIRROR DOORS 
Counter Sunk and Mould for Mirror 


Rule 8—(a) One panel doors made to 
receive mirror one side, add to list of p 
similar Panel Door $2.00 List 
(b) Two panel doors made to receive 
mirror one side, add to list of similar 
Panel Door 4.20 List 
(c) Other panel doors made to receive 
mirror one side, add to list of similar : 
Panel Door 6.50 List 
(d) Write for prices on mirror and 
specify whether plain or bevel is wanted. 


SASH DOORS 
Rule 9— Designs not listed, use 5X Panel C & B 
List and add for each rectangular light as -fol- 
ee (no glass stops); one-half inch between 
glass: 


os 


56 -in. 1% -1 
(a) 20 united inches or less. 36 25° $0.30 List 
(b) 21 to 40 united inches | -40 List 
(c) 41 to 60 united inches. . . .50 List 
(d) 61 to 80 united inches 65 List 
(e) For each %4-inch extra width “between glass 
add 20%. 


BEAD STOPS FOR GLASS 


Rule 10—(a) 20 united inches or less... .$0.20 List 
(b) 21 t6 40 united inches st 
(c) 41 to 60 united inches 
(d) 51 to 80 united inches 
(e) Over 80 united inches, figure at 34c per 
united inch. 


BEDDING GLASS IN PUTTY 
Rule 11—Add extra per light.as follows: 
(a) 20 united inches or less.......... bie 10 List 
(b) 21 to 40 united inches 
(c) 41 to 60 united inches 
(d) 61 to 80 united inches........... 
(e) Over 80 united inches figure at %c list per 
united inch. 


GLAZING 


Rule 12-—(a) If glazed with florentine or 
other obscure glass of equal value, add 
per square foot to D. S. glazed list. ..$0.25 List 


scene 
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DOOR EXTRAS—Continued 


CAPS AND SILLS NAILED ON 
Rule 13—(a) One member, plain moulded 


a 


not over 34x1%, add for each........ $0.40 List 
(b) One member, plain moulded not 
over 144x134, add for each........... -50 List 
(c) Two member, Egg and Dart or 
Dentil Moulding, add for each....... -65 List 


Segment and Circle Head Sash and 
Panel Doors, price on application. 
DUTCH DOORS 


Rule 14—(a) Made with double width 
lock rail so as to permit of cutting 
through center, add to list of a similar 


door of same size........... minted irene $1.50 List 

(b) Cut through lock rail and rab- 

MCN EE cate Gee ore -c'> ava bil oe ea woe ie oe 2.50 List 
BANDING 


Rule 15—Banding sliding doors two 
sides, add to proper price for such 
doors for each lineal foot, measured 
around opening of each door......... $0.20 List 


RABBETING 


Rule 16—Rabbeting and beading folding 
doors made extra wide for rabbeting, 
add to proper price for such doors, 
PORTIS aie aleia Ss Cao ha ee ci tae oe $2.00 List 


ASTRAGALS, LOOSE, NOT PUT ON 


Rule 17—Single, for folding doors not over 
eight feet high: 
(a) If doors are 134 inches thick or 
MBB se ain tits ale ete Aierncpaieaetic tated iets $1.25 List 
If doors are 24% inches thick......... 4.00 List 


Double, for sliding doors not over 
eight feet high: 


(b) If doors are 134 inches thick or 


| | lamePyanen pepe nih Ane eg ena rt oA ca els Snag $1.50 List 
If doors are 2% or 2% inches thick 

DONR Gea ichhiL en eum terieteecie ters ¢ 5.00 List 
(c) Astragal joints on stiles add..... 2.50 List 


—————————— 
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TWO-LIGHT 
CHECK RAIL 
WINDOWS 
134 Inches Thick 
Ap- Ap- 
Ap- prox. prox, 
List List prox. Wet. Wet. 
Size of List Glazed Glazed Sizeof Wet. Gld. Gld. 
Glass Open S. 8S. . Ss. Opening Open 8.8. D.S. 
18x32 $1.71 $5.15 $6.75 1-10x5-10 9% 20 22 
34 1.75 5.60 7.35 6- 2 10 21 24 
36 =6©1.80 5.95 7.90 6- 6 10 23 25 
20x16 1.34 3.25% 4.00 2- 0x3- 2 7 12 14 
18 1.38 3.55 4.40 3- 6 1% Beles 
20 1.42 4.00 5.15 3-10 7% 15 17 
22 1.46 4.30 5.60 4- 2 16 18 
24 1.50 4.55 5.90 4-6 8 17. 19 
26 1.55 4.80 6.25 4-10 8% 19 21 
28 1.59 5.05 6.65 5- 2 21°23 
30 1.63 5.35 7.10 5-6 9% 22 24 
32. 1.75 5.95 7.85 5-10 9% 23 25 
34 1.80 6.00 7.90 6- 2 10 24 26 
22x16 «1.38 3.55 4.40 2- 2x3-2 7 13° 15 
18 1.42 4.00 5.15 3-6 7% 14 16 
20 1.46 4.30 5.60 3-10 8 16 18 
22. 1.50 4.55 5.90 4-2 8 18 20 
24 1.55 4.80 6.25 4-6 8% 19 21 
26 1.59 5.05 6.65 4-10 9 20 22 
28 1.63 5.35 7.10 5-2 9% 21 23 
30 =1.67 5.85 7.80 5-6 9% 22 24 
32 1.80 6.35 8.50 5-10 10 4 26 
34 1.84 6.60 8.70 6-2 10% 25 27 
36 =61.89 7,10 9.50 6- 6 11 26 28 
24x16 1.42 3.70 4.60 2-4x3-2 7% 14 16 
18 1.46 4.15 5.35 - 6 16 18 
20 1.50 4.55 5.90 3-10 8 17 19 
22. -1.55 4.80 6.25 4-2 8% 19 21 
24 1.59 5.35 7.05 4-6 20 22 
26 1.63 5.40 7.10 4-10 9 21 23 
28 1.67 5.85 7.80 5-2 9% 23 25 
30 1.71 6.30 8.40. 5- 6 10 Bo ues 
32. 1.84 7.10 9.45 5-10 10% 26 28 
34 1.89 7.15 9.50 6- 2 11 27 30 
; 36 61.93 7.80 10.45 6- 6 11 28 32 
26x16 «1.46 4.15 5.35 2- 6x3- 2 8 15 AP 
18 1.50 4.55 5.°0 3-6 8 17 19 
} 20 1.55 4.80 6.25 3-10 8% 19 21 
For larger than listed sizes, see Rule 1, page 51 


For extras, see pages 51 to 56. 
| For 1% inches thick, see Rule 16, page 55. 


BILT @ WELL 


en te yy cee reas cee nee 
pe ee a 


MILL @ WORK 
TWO-LIGHT 
CHECK RAIL 
WINDOWS 
134 Inches Thick 
Ap- Ap- 
Ap- prox. prox. 
List —_ List prox. Wet. Wet. 
Size of List Glazed Glazed Size of Wet. Gid. Gid. 
Glass Open S.S. D.S. Opening Open 8.8, D.S. 
12x16 $1.17 $2.35 ....° 1-.4x3- 2 5% 9 
eee eA eee | ae 3-6 5% 10 
1 aweeh te 1 Bey Hy 4 ee 3510 6 11 
22. 1.30 2.85 42 6 12 
24 =1.34 3.10 4-6 6% 13 
26 §=61.38 3.30 4-10 7 13 
28 1.42 3.50 5-2 7 13 
30 =61.46 3.80 E 5-6 8 14 
gas -2.S8 BOBS cn se 5-10 8 15 
14x16 «1.21 2.55 .... 1- 6x3-2 5% 10 
18. CORES Sides ake 3-6 6 11 
205 1,807 B90. oo 3-10 6% 12 
Boe NOE S28 eeu 4-2 7 12 
ve Wenaaen Baa. BT ee 4-6 8 13 
26. * 1.42. 3.55 -.... 4-10 8 14 
28 1.46 4.00 .... 5-2 9 16 
30. 1.50 4.2 Vo 5- 6 10 17 
1:68 4.49.0. 5 5-10 10 18 
16x16 =1.25. 2.75 $3.30 1- 8x3- 2 6 10 12 
1 1.30 3,00 3.55 3-6 6% 12 13 
20 1.34 3.25 4.00 3-10 7 12 14 
22 1.38 3.55 4.40 4-2 7 13°35 
24 1.42 3.70 4.60 4-6 7% 14 16 
26 «1.46 4.15 5.35 4-10 8 15 17 
28 1.50 4.35 5.65 5- 2 16 18 
30 1.55 4.60 5.95 5-6 8% 17 19 
32 1,67 4.90 6,35 5-10 18 20 
345 01.71. 2 S.085" 6.75 6-2 9% 20 22 
36 «61.75 5.30 6.95 6- 6 10 21 23 
18x16 1.30 3.00 3.55 1-10x3- 2 6% 12 13 
18 1.34 3.30 4.10 3-6 6% 13 14 
20° 1,38 3.55 4.40 3-10 13. 15 
22 1.42 4.00 5,15 4-2 7% 14 16 
24 1.46 4.15 5,35 4- 6 16 18 
26 1.50 4.55 5.90 4-10 8 17 19 
28 1.55 4.80 6.25 5-2 8% 18 20 
30 1.59 5.05 6.65 5- 6 19-21 
For larger than listed sizes, see Rule 1, page 51. 
For extras, see pages 51 to 56. 
For 134 inches thick, see Rule 16, page 55. 
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BILT @ WELL 
Cll: Mlb 
MILL @ WORK 


TWO-LIGHT 
CHECK RAIL 
WINDOWS 
1% Inches Thick 


Ap- Ap- 
Ap- prox. prox. 


List List . . 
Size of List Glazed Glazed Size of Wet. Gld. Glid. 
Glass Open 8.8. D.S. 8. 
26 x24 $1.63 $5.35 $7.10 2- 6x4- 6 9 21 23 


26 1.67 5.85 7.80 4-10 9% 23 25 
28 1.71 6.45 8.60 5- 2 10 24 27 
30 1.75 7.00 9.40 5- 6 10% 26 29 
32 1.89 7.10 9.50 5-10 10% 27 30 
34 1.93 8.25 11.10 6- 2 11 29 32 
36 1.97 8.30 11.15 6-6 11% 31 34 
27x24 1.67 5.85 7.80 2-74x4- 6 914 23 25 
26 1.71 6.45 8.60 4-10 10 24. 27 
28 1.75 7.00 9.40 5- 2 10 25 28 
30 1.80 7.05 9.45 5- 6 10% 27 30 
28 x16 1.50 4.35 5.65 2- 8x3- 2 16 18 
18 1.55 4.80 6.25 3-6 8% 18 20 
20 1.59 5.05 6.65 3-10 9 21 23 
24 1.67 5.85 7.80 4-6 9% 23 25 
26 1.71 6.40 8.55 4-10 10 24 27 
28 1.75 7.00 9.40 5- 2 10 25 28 
30 1.80 7.05 9.45 5- 6 10% 27 30 
32 1.93 8.25 11.10 5-10 11% 29 31 
34 1.97 8.30 11.15 6- 2.11% 31 33 
36 2.02 9.20 12.50 6- 6 12 32 35 
30 x16 1.55 4.60 5.95 2-10x3- 2 8% 17 19 
18 1,59 5.05 6.65 3-6 9 19. 21 
20 1.63 5.35 7.10 3-10 9% 22 24 
24 1.71 6.30 8.40 4- 6 10 25. 27 
26 1.75 7.00 9.40 4-10 10% 26 29 
28 1.80 7.05 9.45 5- 210% 27 30 
30 «1.84 8.95 11,05 5- 6 11 29 32 
32 1.97 9.05 11.15 5-10 11% 31 34 
34 2.02 10.05 12.50 6- 2 12 33 36 
36 2.06 10.10 12.55 6- 6 12 35 38 
38 2.10 .... 14.25 6-10 12% .. 39 
40 2.26 .... 14.40 7- 2 13 -. 40 
32 x16 1,67 4.90 6.35 3- 0x3-2 9 18 20 
18. 1,72. S18" 6.75 3-6 9% 20 22 
20 1.75 5.95 7.85 3-10 9% 23 25 
24 1.84 7.10 9.45 4-6 10% 26 28 
26 1.89 7.15 9.50 4-10 10% 27 30 


For larger than listed sizes, see Rule 1, page ce 
For extras, see pages 51:to 56, 
For 13% inches thick, see Rule 16, page 55. 
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BILT @ WELL 
While: y 
MILL & WORK 


| 


TWO-LIGHT 
CHECK RAIL 
WINDOWS 


13% Inches Thick 


List List 
List Glazed Glazed 


Open S58. 8S. 
$1.93 yr $ 


D. 8. Opening Open 8.58. 
11.10 Mey. ae eee’) 
11,15 


ROUWHH HOO OMOUIOHH OK 


w 

2 

DUMUNR AA WWWIAAANUNL Sw wh 
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he ip SB 
NKVOOCANWSCANWCACAN 


= 
es 
” 


bRwornow-: +--+: 
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ve 
T O~MNNAMM, 221s Ome 
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NVOAKWCANW CAM CANWOCANWSCA 


HOSCOwWNH HEH HOOO OD 
CARD MOAOUSCANWLOOPOUNSOUSCANNWOOUrKOUS 


PYNNANSNONNYA HEE EE NP NNNY 


Nn 
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wn 
7 
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DANAE LIAN 
_ 


For extras, segspages 51 to 56. 
For 1% inchegpthick, see Rule 16, page 55. 
id 
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———$———— 
24 


TWO-LIGHT 
CHECK RAIL 


WINDOWS 
1% Inches Thick 


Ap- 

Ap- prox. 

List List prox. Wet. 

List Glazed Glazed Size of Wet. Gld. 

Open §.S. D.S. Opening Open 8.8. 
..+» $12.60 3- 8x4-10 
Sige § S)- 5- 2 

14.40 

15.80 

18.40 

18.45 

18.50 

18.55 

11.30 

12.60 

12.65 

14,40 

15.80 

18.40 

18.45 

18.50 

18.55 

22.90 

22.95 

11.35 

12.70 

15.80 

15.85 

18.45 

18.50 

18.55 

22.90 

22.95 

24.25 

24.30 


~ 


te a 
— oe 


a 


rie we aaa 
_ — 


ve 
os 


7 rf 
_ 
NSCANW CAN CAN CHCANWCANCANWSCNHOANWSCA 


TDAAAARH A AOIAHARAAHHABIAAAIN 


2.43 
2.48 
2.11 
2.16 
2.20 
2.26 
2.30 
2.34 
2.39 
2.43 
2.48 
2.53 
2.57 
2.20 
2.26 
2.30 
2.34 
2.39 
2.43 
2.48 
2.53 
2.57 
2.62 
2.66 


For larger than listed sizes, see Rule 1, page 51. 
For extras, see pages 51 to 56. 
For 13% inches thick, see Rule 16, page 55. 
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BILT WELL 
pete La rartaranen Mille 
MILL & WORK 
FOUR-LIGHT 
CHECK RAIL 


WINDOWS 
13% Inches Thick 


List List 
Size of List Glazed Glazed 
Glass Open 8.8. D.S. 


10 x16 $1.58 
18 1.63 


748 v.0e 

7.90$10.50 
35 11.05 

8.80 

6.40 

7.40 

7.75 

8.15 

8.75 

9.25 


26 


Ap- Ap- 
AD- prox. prox. 


. W 
id. Gid. 
|. D. 8. 


BILT weet 
Whitllas 


MILL WORK 

TWO-LIGHT 

PLAIN RAIL 
WINDOWS 


1% Inches Thick 
Not Ploughed or Bored ai 


Wet. 
Size of List Glazed, Size of Wet. ona, 
Glass List Open 8. S. Opening Open 8.8. 
24x20 $1.32 $4.40 2-4x3-10 15 
24 1.39 5.15 4- 6 8 18 
26 1.42 5.20 4-10 8 19 
28 1.46 5.70 5- 2 9 21 
27x24 1.46 5.70 2-7x4- 6 9 21 
26 1.49 6.25 4-10 9 22 
28 1,53 6,80 5- 2 9% 23 
FOUR-LIGHT 
PLAIN RAIL 
WINDOWS 


1% Inches Thick 
Not Ploughed or Bored 


Wet. 
‘Size of List Glazed, Size of Wet. Glazed, 
Glass List Open Ss. 8. Opening Open 8. 58. 
12x20 $1.55 $4.30 2-4x3-10 6 16 
24 1.64 5.10 4- 6 7 18 
26 1,69 5.40 4-10 8 19 
28 1.73 5.75 5- 2 8 20 
14x26 1.76 6.00 2-8x4-10 9 22 
28 1.80 6.90 5-2 10 23 
FOUR-LIGHT CHECK RAIL WINDOWS 
1% Inches Thick. Ploughed and reas 
Size of List Glazed, Size of Wet. Glanea, 
Glass List Open’ S. 5S. Opening Open 8.5. 
12x20 $1.59 $4.35 2-4x3-10 6 ig” 
24 1.68 5.10 4-6 7 18 
= 1.73 5.45 4-10 8 BH 
1.77 5.80. 5-2 8 


For hee than listed sizes, see Rule 1, nae "1. 
For sas pred see pages 51 to 56. 


BILT @ WELL 

MES MILLS WORK 
EIGHT-LIGHT i 
PLAIN RAIL 


WINDOWS 
1% Inches Thick 


Wat. 

euist Glazed, Size of Wet. Glazed, 
8. S. Opening Open S. 8. 
1- 8%x3-10 10 

4- 

1-10%x4- 


2- O%x4- 


ee 
DH OO DONA MN 


2.0 6- 6 5 
For larger ea listed sizes, see Rule 1, page 51. 
For extras, see pages 51 to 56 


EIGHT-LIGHT 
CHECK RAIL 


WINDOWS 
1% Inches Thick 


List Glazed, Size of 
List Open 8. S. 
$3.55 


0 
5 
5 
5 
5 
0 
0 
5 


4.0 
4.2 
4.7 
4.5 
5.0. 
5.3) 
6.1 
5.9 
6.6 
7.3 
8.0. 


5 
5 
5 
7.50 
8.05 


Wi 8.90 1 35 
For larger than listed sizes, see Rule 1, page 51. 
For sash extras, see pages 51 to 56. 


BILT @ WELL 
Wl Mlle 
MILL @ WORK 


TWELVE-LIGHT 
PLAIN RAIL 
WINDOWS 


1% Inches Thick 
Wat. 
List Glazed, Size of Wet. Glazed, 
List Open 8.58. Opening Open 

$1.61 $3.85 
1,71 4.45 
1.80 5.00 
1.89 5.60 
1.86 5.40 
1.90 5.70 
1.95 6.05 
1.99 6.40 
1.91 5.85 
2.00 6.55 
2.05 6.90 
2.19 7.90 
2.29 8.40 
2.22 7.90 
2.31 8.70 
2.40 9.70 


WOCOCCCOOBNOD 


QutQuunn aan 
a es 
ASNAGANAD 


TWELVE-LIGHT 
CHECK RAIL 
WINDOWS 
13% Inches Thick 


Wet. 
List Glazed, Size of Wat. Glazed, 
List Open §. 8S. Opening . Ss. 
$2.02 $4.80 2- 4Ax3- 10 

2.13 5.40 
2.21 5.80 
2.26 6.10 
2.32 6.45 
2.28 6.25 
2.39 6.95 
2.45 7.30 
2.64 8.40 
2.75 8.90 
2.67 8.45 
2.79 9.25 
2.91 10.25 
3.17 11.20 


BILT @ WELL 
tlllk ZZ 
MILL & WORK 


ee 
= 


FIFTEEN-LIGHT 
PLAIN RAIL 
WINDOWS 
1% Inches Thick 


Not Ploughed and Bored 
if List Glazed, Size of 
List Open 58. S. Opening 


2- 1%4x4- 3% 
2- 44 x4- 8 


6- 4 
3- 414x6- 4 
7-2 


FIFTEEN-LIGHT 
CHECK RAIL 


WINDOWS 
1¥% Inches Thick 


Glass List Open S. 8. 
8x10 
12 


Size of List Glazed, Size of 
Opening 


14 
9x12 
14 
10x12 
14 

16 


12x14 
16 


For windows from 18-light to 48-light, see large 
catalog. 

Unless otherwise ordered, 15-light windows will 
be made with 9 lights in bottom sash. 


BILT 
Willa: 


WELL 
Mb lee 
MILL @ WORK 


TWO-LIGHT DIVIDED TOP WINDOWS 


BW-125 


Addition 
to List 


13 Clee $0.55 
Glazed a 


is Chana: Ss 


BW-128 


Addition 
to List 


oom $0.95 
zed 1.75 
21% Open 1,20 
i Glazed 2.00 


CA ahi 


BW-126 


Addition 
to List 


1% Open $0.75 
13 
13% 
1 


Glazed 1.15 
Open .90 
% Glazed 1.30 


BW-129 


Addition 
to List 
13% Open $1.00 
1% Glazed 1.80 
1% Open 1.20 
1% Glazed 2.00 


31 


BW-127 


oo 
List 


1 en $0.75 
So ps e vag va 
1 


M% t cee: 30 


“al 


BW-130 


Addition 
to List 


134 Open $0.50 
13% Glazed .90 
1% Open .60 
1% Glazed 1.00 


BILT 
Whilllas 
MILL 


TWO-LIGHT DIVIDED TOP WINDOWS 


BW-131 


Addition 
to List 


Epsiyteae 


BW-134 


Addition 
to List 


Glazed 2.70 
Open 2.50 
%4 Glazed 3.20 


BW-132 


Addition 
to List 
13% Open $0.75 
1% Glazed 1.35 
13% Open .90 
1% Glazed 1.50 


BW-133 


Addition 
to List 
3 Open $1.45 
¥% Glazed 2.65 
%4 Open 1.80 


13 
13 
1 
1% Glazed 3.00 


BW-135 


Addition 
to List 
13 Open $3.00 
13% Glazed 4.20 
1% Open 3.60 
1% Glazed 4.80 


BW-136 


Addition 

to List 
13% Open $3.60 
134 Glazed 4.90 
13%, Open 4.30 
13% Glazed 5.60 


PS 


WELL y 
ee Mlle 
WORK 


BILT @ WELL 
Wills LMM, 
MILL @ WORK 


TWO-LIGHT DIVIDED TOP WINDOWS 


BW-137 BW-138 


Addition to List 


Addition to List 
1% Open 


BW-139 BW-140 


Addition to List Addition to List 


1% Open $2.50 13% Open $5.50 
iz Glazed 3.50 134 Glazed 7.70 
1% Open 3.00 1% Open 6.60 


1% Glazed 4.00 1% Glazed 8.80 


BILT @ WELL 
Wh MMMM 
MILL & WORK 


LIST PRICES ON BUNGALOW AND 
QUEEN ANNE WINDOWS AND SASH 


To arrive at list prices for windows or sash, 
divided, as shown on pages 31, 32 and 33, add to 
list of a similar 2-light window or 1-light sash, 
as follows: 


1% 
Design Glazed 
BW-125 
BW-126 
BW-127 
BW-128 
BW-129 
BW-130 
BW-131 
BW-132 
BW-133 
BW-134 
BW-135 
BW-136 
BW-137 
BW-138 
BW-139 
BW-140 
BW-152 
BW-153 
BW-154 
BW-155 
BW-156 
BW-157 
BW-158 : 
BW-159 6.25 : 
_ BW-160 11.70 15.90 


For sizes requiring greater number of lights 
than shown in above designs, also for other cut 
up sash, see Rule 4, page 52. 


BILT @ WELL 

Wills MM Me 

MILL & WORK 
COTTAGE FRONT SASH 


Two-Light Cottage Window 
1% Inches Thick 


BW-147 


Two-Light Cottage Sash 
1% Inches Thick 


BW-148 
Window Sash 
Bize of Glass 2it. 1%-in, 2it. 1% -in. 
Check 


Bottom Top List __ List List List Size of 
Light Light Open Gid.D.S. Open Gld.D.S. Opening 


36x36 36x16 $13.50 $1.98 $13.35 3- 4x4-10 
7 5 2.02 ‘ 5-2 
3- 8x4-10 


5 
5 
5 
6 
5 
5 
5 
5- 
5- 
5 
6 
5 
5 
5 
6 
5 
5 
5 
5 
5 
6 


~ 
SANMSANCANNHOANCANWNHOAL 
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PUUNpaaeavus 
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H 
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DAOAAGAN 
PORCURKOURKAUHKANANNEHO 
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> 
: 
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y 
ms 


48x18 2.37 
For larger than listed sizes, see Rule 1, page 5 
For sash extras, see pages 51 to 
For 1% inches thick, see Rule 16, page 55. 


ba 
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BILT @ WELL 
Willd: Mlle 
MILL & WORK 


FRONT WINDOWS 


BW-149 
Can be furnished either 
single sash. 
For list prices on above designs, for such sizes, 
having same number of lights as above, add to 


BW-150 


check .rail windows o1 


list of BW-147 window or BW-148 sash, as 
follows. 1% 1% 1% 1% 
Design Open Glazed Open Glazed 
BW-149 $6.90 $9.40 $8.30 $10.80 
BW-150 11.70 15.90 14.20 18.40 
ONE-LIGHT 
FRONT SASH 


List 

Size of List Glazed ‘Size of 
Glass Open D.S. Opening 
40x40 $1.76 $11.40 3-8x3-10 
44 1.80 13.80 4-2 

48 1.85 

52 1.90 

56 1.95 

60 1.99 

» 44x44 1.87 
j 48 1.91 
| 52 1.96 
56 2.01 

60 2.06 
48x44 1.94 
48 1.98 

52 2.02 

56 2.07 

60 2.12 


' 
SANANMWOCANWANWOA 


BW-151 


Paw 


———————————— 
ee 
36 


BILT @ WELL 
Willis Mlle 
MILL & WORK 


oo 


ONE-LIGHT SASH 
13% Inches Thick 


8. . 8. 
67 . Seve 
12x12 -69 1.25 anh 1- 4x1- 5 
14 71 1.35 wate 1-7 
16 -73 1.45 ee 1-9 
18 75 1.55 eae 1-11 
20 +77 1,65 * sie 2-1 
16x16 -75 1.65 $1.95 1- 8xl- 9 
18 +77 1.80 2.10 1-11 
20 -79 1.95 2.35 2-1 
24 81 2.15 2.65 2- 5 
18x18 -79 1,95 2.40 1-10x1-11 
20 81 2.10 2.60 2-1 
24 -83 2.40 3.05 2-5 
26 85 2.60 3.35 2- 7 
28 -87 2.75 3.55 2-9 
30 -89 2.90 3.75 2-11 
20x16 -79 1.95 2.35 2- Oxl- 9 
18 81 2.10 2.60 1-11 
20 83 2.35 2.95 2-1 
24 85 2.60 3.35 2-5 
26 -87 2.75 3.55 2-7 
28 -89 2.90 3.75 2- 9 
30 91 3.05 4.00 2-11 
24x16 81 2.15 2.65 2- 4x1- 9 
18 -83 2.40 3.05 1-11 
20 -85 2.60 3.35 2-1 
24 -87 3.05 4.00. 2-5 
26 89 3.10 4.05 2-7 
28 -91 3.35 4.40 2- 9 
30 -93 3.55 4.70 2-11 
26x26 +92 3.35 4.40 2- 6x2- 7 
28 -94 3.65 4.85 2- 9 
30 -96 3.95 5.25 2-11 
28x16 84 2.50 3.20 2- 8xl- 9 
18 -86 2.75 3.55 1-11 
20 88 2,90 3.75 2-1 


(Continued on next page) 
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28 96 
30 98 
30x16 -86 
1 88 
20 -90 
24 95 
26 +97 
28 99 
30 1.00 
36x16 -99 
18 1.01 
20 1.03 
24 1.07 
40x16 1.09 
18 1.11 
20 1.13 
24 1,18 
26 1.21 
28 1.23 
30 1.25 
32 1.28 
36 1.30 
44x20 1,19 
24 1.24 
26 1.27 
28 1.29 
30 1.31 
32 1.33 
36 1.35 
48x20 1.22 
24 1.27 
26 1.29 
28 1.31 
30 1.33 
32 1.35 


1.38 


38 


ONE-LIGHT SASH 
13% Inches Thick 


it 
8. 4 
° 5 
3 9 
5.30 2-11 
3.40 2-10x1- 9 
3.75 1-11 
4.00 2-1 
4.75 2- 
5.30 2-7 
5.35 2-9 
6.20 2-11 
3.95 3- 4x1- 9 
4.50 1-11 
4.95 2-1 
5.90 2-5. 
4.65 3- 8xl- 9 
5.00 1-11 
5.45 2-1 
6.35 2-5 3 
7.10 2-7 
8.05 2-9 
8.10 2-11 
8.85 3-1 
10.30 3- 5 
6.35 4- 0x2- 1 
7.10 2-5 
8.10 2-7 
8.85 2-9 
10.30 2-11 
10.35 3-1 | 
10.40 3-5 @ 
6.40 4- 4x2-1 7 
8.85 2-5 @ 
8.90 2-7? @ 
10.30 2-9 @ 
10.35 2-11 
10.40 3-1 
7 3 


36 Been 12.75 - 5 
For larger than listed sizes, see Rule 1, page 51. 
For sash extras, see pages 51 to 56. 


BILT @ WELL 
Wills Mlle 
MILL & WORK 


BUNGALOW SASH 


BW-157 


BILT @ WELL 
Wills Mlle 


MILL & WORK 
ONE-LIGHT - _ 
TRANSOMS 
1% Inches Thick 
Size of 
Opening Size of Glass 8. 
2- 6x1- 0 x 8 0.64 $1.50 
Sis 2 10 -66 1.65 
1- 4 12 .68 1.80 
1- 6 14 -70 2.00 
1-8 16 72 2.30 
2- 8xl- 0 28x 8 -66 1.60 
1- 2 10 -68 1,70 
1- 4 12 -70 1.95 
1- 6 14 72 2.25 
1-8 16 +74 2.40 
2-10x1- 2 30x10 -70 1,80 
1- 4 12 712 2.10 
1- 6 14 74 2.35 
1-8 16 -76 2.55 
3- Oxl- 2 32x10 -76 2.00 
1- 4 12 .78 2.20 
1- 6 14 80 2.45 
1- 8 16 82 2.70 
For list of 1% inch thick, see Rule 16, page 55. 
TWO-LIGHT 
CELLAR SASH 
13% Inches Thick 

List Single List Double Size of 
List Open Glazed 8, S. Glazed 8. 8. Opening 
$0.70 $1.25 $2.10 1- 9xl- 3 
77 1.50 2.60 2- 1x1- 5 
.80 1,65 2.80 1-7 
.83 1.85 3.30 1-9 
86 1,95 3.45 1-11 
88 2.05 3.70 2-1 
82 1.65 2.85 2- Sxl- 5 
85 1.85 3.30 1-7 
-88 2.00 3.60 1-9 
91 2.20 3.90 1-11 
93 2.30 4.15 2-1 
.96 2.50 4.45 2- 3 
.99 2.70 4.95 2-5 
93 2.25 4.00 2- 9x1- 9 
96 2.40 4.25 -11 
98 2.55 4.60 2-1 
1.01 2.90 5.25 2- 3 
1.04 3.05 5.65 2-5 
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GSE PA ie 


THREE-LIGHT 


CELLAR SASH 
1% Inches Thick 


List Single List Double 
List Open Glazed S. 8S. Glazed S. 8. 


Hin inhi pw 
AAUnNoocsd 


2. 
2. 
2 
2. 
2. 
2. 
2 
3, 


THREE-LIGHT CELLAR SASH 
13% Inches Thick 


List Single List Double Size of 

List Open Glazed S. 8S. Glazed 8. 8. Opening 
$1.40 
1.55 


BILT @ WELL 
Clk 
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FOUR-LIGHT BARN 


SASH 
1% Inches Thick 


Size of 
Gh List Open List Glazed 8. 8. 


1 
5 
- 9 
5 
9 
1 
1 
5 
9 
1 
5 
9 
1 


FOUR-LIGHT BARN SASH 
1% Inches Thick 


List Open List Glazed 8. 8. 


. 
PAO UT OU 0 0 Ut 


al larger than listed sizes, see = 1, page 51, 
For sash extras, see pages 51 to 56. 
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Size of 
Glass 
7x 9 
8x10 
9x12 

- 10x12 
10x14 


Size of 
Glass 
7x 9 
8x10 
9x12 

10x12 

10x14 


SIX-LIGHT 


BARN SASH 
1% Inches Thick 


Size of 
Opening 


List Open List Glazed 8S. S. 
$0.90 2- 1x1-11 
-96 ‘ 2- 4x2- 1 

2- 7x2- 5 

2-10x2- 5 

2-10x2- 9 


SIX-LIGHT BARN SASH 
13% Inches Thick 


List Open List Glazed 8. 8. 


ONE-LIGHT 


STALL SASH 
1% Inches Thick 


BILT @ WELL 
Whi: Me 
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———— 


CUPBOARD SASH DOORS 
ONE-LIGHT 
11% Inches Thick 


NN NiOw NI 
AUACoosoun 


Ldalderaerete ere 


s 
o 
i) 


For cupboard sash larger. than listed sizes, sce 
Rule 1, page 51 

For extras, see pages 51 to 56. 

For glazing with wood stops, see Rule 8, page 


BILT @ WELL 
Wl. Mlle 
MILL @ WORK 


CUPBOARD SASH DOORS 


TWO-LIGHT 
14% Inches Thick 


Size of Sash 


4% Inches Thick 
Size of Sash List Open 


.88 
For cupboard sash larger than listed sizes, see 
Rule 1, page 51. 
For extras, see pages 51 to 56. 
For glazing with wood stops, see Rule 8, page 54. 
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GABLE SASH AND FRAMES 


Sash BW-163 Sash BW-164 Sash BW-165 
Frame Frame Frame 
BW-163%2 BW-1644/2 BW-16544 


a @ 


Sash BW-166 Sash BW-167 Sash BW-168 
Frame Frame F 
BW-166% BW-16742 


Sash BW-169 Sash BW-170 
Frame Frame 
BW-1691. BW-170¥2 


Outside 
Measure Thick- 
o! 


f Sash 

2-0x2-5 

2-0x2-0 

2-0x2-5 

2-0x2-3 

2-0x2-0 

2-6x1-6 

1-8x2-8 < 

BW-170 1-8x2-8 1% a BW-170% 

Frames are made for sash square inside, unless 

otherwise ordered. List prices apply to sash 
only. Frame prices on application. 


Pat a at bat pet et 


BILT @ WELL 
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TRANSOMS 


BW-176 


BW-179 


BW-178 BW-180 


To arrive at list price for the above designs, 
add to the list of a square head window or sash 
of same size as follows: 


BW-180, add.. 


BILT @ WELL 
Whlllas Mb 
MILL & WORK 
CIRCLE AND SEGMENT TOP WINDOWS 


BW-187 BW-188 BW-189 BW-190 


Circle Circle out- Segment Segment 
inside and side, square inside and outside, 
outside. inside. Ra- _ outside. square in- 
Radius, dius, one- Radius, side. Ra- 
one-half half width width of dius, width 
width of of sash, sash. of sash, 
sash. less width less width 
of one of one 
stile. stile. 


For segment, circle or gothic windows always 
give radius if not as above. 

If not given, it will be understood that the reg- 
ular radius as indicated above will apply. 


For Prices see page 49. 


GOTHIC AND PEAK HEAD WINDOWS 


a 


BW-191 BW-192 BW-193 BW-194 


For list of prices on above designs, see page 49. 


EE 
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BILT Rot 


Willa 
MILL WORK 
SEGMENT, CIRCLE OR GOTHIC HEAD 
SASH 


As shown on page 48. 
To arrive at list price for the following de- 
signs, add to the list of a square head window or 
sash of same size as follows: 


: 1% 1% 
Circle Head In and Thick Thick 
Out: Up to Up to 
3 Ft. 
$5.75 


12.00 6.50 


3.20 1.90 
3.20 1,90 


8.00 5.75 
12.00 9.25 


: + 2.75 
5.00 
Segment, ye Circle ‘or 

Peak Head Sash over 5 feet in width add for each 

additional 6 inches or fraction thereof to price 

of 5-foot width, 15%. 

Full Circle Sash 

Note “A”—For list price on Sash full circle in and 
out, add double the list provided by rule for 
circle head in and out, BW-187. 

Note “B’’—For list price on Sash full circle out- 
side, square inside, add double the list provided 
by rule for circle head outside, square inside, 
BW-188. 

Kite Shaped, Elliptical or Eyebrow Sash 
For list price, add to the Open list of a full 

circle sash of similar size 30%. 

Quarter Circle Sash or Page 1% 1%4 

(a) For quarter circle inside an 
outside not over 2-foot base, aia $3.00 $3.75 

(b) For quarter circle inside and 
outside over 2 feet and not over 
4-foot wide base, add...........-. 6.00 7.56 

(c) Quarter circle, square inside, not 
over 2-foot wide base, add z 5.25 

(d) For quarter circle outside and 
square inside, over 2 feet and not 
over 4-foot wide base, add 8.00 10.00 

Diamond Shape Sash 

For diamond shape, add double the list given for 
Peak Head Sash. 

For extra cost of glazing designs listed on pages 
47 and 48, add extra for glazing each square 
or diamond shaped light 10c list, ar for each 
glazed light cut odd shape, add 15c list. 
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BILT WELL 
Willis Mild, = 
MILL & WORK 
BENT WINDOWS OR SASH 
When ordering, give radius measured to outside 
of top sash, and say whether frames are made 


with square jambs like BW-195, or radiating 
jambs like BW-196. 


BW-196 


Send a full size paper pattern of radius, this will 
prevent errors. 


If made like BW-196, give distance measured 
straight across between jambs from outside 
edges of the top sash. 


For prices on Bent windows, see Rule 20, page 
56. 


BILT @ WELL 


Wlllus Mlle 
MILL @ WORK 


SASH EXTRAS 


Note “A”—List Extras apply to either the open 
or glazed list. Where the extra is based on a 
Percentage, it applies to the Bi list only 
and should be added before adding for the 
glazed list. Where a net extra is provided it 
applies to the net cost of either the open or 
glazed Window and Sash. 

Note “B”—These extras are intended to enable 
the forming of a list which shall be subject to 
the “fodd work” discount, except when ordered 
in stock quantities, 

Note “C”—For smaller than listed and interme- 
diate sizes, use same list as next larger listed 


size, 

Note “D”—All unlisted sizes when ordered in 
“STOCK QUANTITIES” apply stock dis- 
counts. 

LARGER THAN LISTED SIZES 

Rule 1—(a) Open windows “wider” 
than listed sizes, add to the open list 
for similar window of widest listed 
size of same height, for each addi- : 
tional two inches or part thereof... 15c¢ List 
(b) Open windows “longer” than 
listed sizes, add to the open list for 
similar window of longest listed size 
of same width, for each additional 
four inches or part thereof 

WIDE STILES, RAILS OR BARS 

Rule 2—Open windows or sash with 
stiles, rails or bars wider than reg- 
ular standard layout, add of the 
sash or window list, as follows: 

(a) Stiles and top rails wider than 
2 inches to glass rabbet, add for each 
additional % inch or part thereof to 
the entire sash or window list 

(b) Bottom rails wider than 3 inches 
to glass rabbet, add for each addi- 
tional % inch or part thereof to the 
entire sash or window list 

(c) Check rails higher than 1% 
inches and not over 134 inches, either 
for 1% or 1% inch thick windows, 
add to the entire window list 

(d) Check rails 2 inches or 2% 
inches high for 1}% inch thick win- 
dow, add to the entire window list.. 
(e) Bars or muntins wider than 
standard sizes for each %4 inch or 
part thereof on each bar or muntin, 
add of the entire sash or window list 
for each such wider bar or muntin.. 14% 
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Will MMM. 
MILL @ WORK 
SASH EXTRAS—Continued 


Method of applying above Note “E”’ 
A 6-light sash when made 3 lights 
wide would be figured as only con- 

taining 3 full length bars or muntins. 


0. G. LUGS 


Rule 3—(a) For 1% windows with 
O. G. lugs .shaped on stiles, add for i 
at SGT OL TUBS east cs sis wlasiee cnn 30c List 
(b) Rooving sash sticking ‘on that 
portion of stile which pepices beyond 
check rail on extended lug. stiles, 

add for each sash........ SS 20c List 


DIVIDED SASH 


Rule 4—Ad4d to list of similar 2-light window or 
1-light sash for each pail light, as follows, 
and if glazed see Note “K” 


ly 13% 
inch inch 
List. List. 

(a) Rectangular lights, if formed 

with vertical bars only, similar to | 

Pye in Designs BW-125 and | 

126, page 31............-... $0.18 $0.22 7 

(b) Other rectangular Bs hts, if 

formed with wertioal hori- 

zontal bars, similar to firey sash in 

Designs BW-128, BW-130 and 

BW-132, page 31 end SBiane vas: 12 15 

(c) Lights not rectangular, but 

formed by straight bars on all 

sides diamond lights, except sus- 

pended lights, see Note “E”..... .25 30 

(d) For long irregular shaped 

lights, similar to those shown in 

top ae of Design BW-149, 

page 36 ...... Sica deeeteseeeseres -33 -40 

(e) ganar diamond lights, 

eg nll to long lights in top sash 

of Design BW-150, page 36...... .40 -50 

(f) For bars wider Kwa ee 

sizes, see Rule 2, 

(r) ° Lights fottied iy curved 

bars, similar to that shown in 

BW-178, page 47...... stamens 

(h) Inset lights formed by short 

curved muntins not over 12 

inches long, similar to those in 

BW 167, page AGo.s cies ees 


BILT @ WELL 
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SASH EXTRAS—Continued 
DIVIDED SASH—Continued 


(i) For suspended circle lights in 
134 inch open sash, add $5.00 list 
for the 1 circle light and for all 
other divided lights see above 
extras. 

(j) For suspended circle lights in 
134 inch open sash, add $6.00 list 
for the 1 circle light and for all 
other divided lights see above ex- 
tras, ‘ 

(k) GLAZING divided light sash, 
add 10c list per light for each 
rectangular or diamond light, and 
15c list per light for each odd or 
irregular shaped light. 


SINGLE SASH 


Rule 5—(a) To make list on single sash 

of same size, description and layout 

as one-half the listed size window use 
one-half the list of such windows and 10% 
‘0 


50c List 
(b) To make open sash list on any 1% 
l-light single sash with standard lay- 
out and not otherwise provided for, 
figure. the united inches width and 
length added of the entire glass meas- 
urement, at per united inch..... ....- 2% List 
(c) On above basis,no sash to be fig- 
ured at less than: 026. 50i5s.e00000 «+ -$1,00 List 
(d) Sash made with wood parts larger 
than standard layout, see Rule 2, 
(e) For. divided lights in_above sash, 
add for each light as per Rule 4. 


STORM SASH 


Rule 6—(a) 1%-inch storm sash with 
regular 2%-inch wide stiles over all, 
use list of a 1%-inch check rail 
window with an equal number of 
lights'of the same size, 

(b) 134-inch storm sash, add of the 
1%-inch open storm sash list 


GLAZING 


| Rule 7—(a) In figuring glass for divided 
light sash, not otherwise provided for 
figure as though the sash was glazed 
with but one full light of glass. 
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SASH EXTRAS—Continued 
GLAZING—Continued 


(b) Glazing square and diamond lights 
| with putty, add extra for glazing such 
divided lights, per light 10c List 
(c) Glazing odd and irregular shaped 
lights with putty, add extra for glaz- 
ing such divided lights, per light 15c List 
(d) Windows or sash glazed with Flor- 
entine or similar gene of equal value, 
add to D. S. glazed list for each square 


foot of glass measure. 25c List 
(e) For AA glass WRITE FOR 
PRICES. 


STOPS AND BEADS 
Rule 8—For regular stock stops or beads 

around susee Les in — o re 

not over 4 inches thick, a or 

beads around each light as follows: x 

(a) 20 united inches or less. «+ 20c List 
He 21 to 40 united inches 30c List 
(c) 41 to 60 united inches ++ 40c List 

(d) 61 to 80 united inches 50c List 

(ec) For over 80 united inches, figure 

at %c list per united inch. | 

(f) Rabbeting sash to receive bead, 

but NO beads furnished, add extra per ce 

sash over regular list 5c List 

(g) The minimum charge under above 

rule for stops or rabbeting (on any 

le f ti bbet: ( 
one order) will be 15c Net 
BEDDING GLASS IN PUTTY 
Rule 9—Add extra per light as follows: 

(a) 20 united inches or less 10c List 
P 21 to 40 united inches or less..., 15c List 
(c) 41 to 60 united inches or less.... 20c List 
(d) 61 to 80 united inches or less.... 30c List 
(e) Over 80 united inches, figure at 
¥%c list per united inch. 


RABBETING 
Rule 10—(a) Rabbeting outside edge of 
rails or stiles of windows or sash, add 
to the list for each edge rabbeted 
(except as below) 15c List 
(b) For <a end of stiles to match 
rabbeted e on bottom rail, add 
extra per sas! 20c List 
(c) For rabbeting standard size check 
rails, add per window 25c List 
(d) Rabbeting meeting or center stiles 
of casement, cupboard or other sash in 2 
pairs, add extra per pair 30c List 


54 


BILT @ WELL 
Chu Me 
MILL @ WORK 
SASH EXTRAS—Continued 
RABBETING—Continued 


(e) — sash for plate or other 

thick glass, add extra for each sash so 

rabbeted 5c List 
Note: The minimum charge under 

Rule 10 for any one order will be.... 15c Net 


WATER DRIPS 


Rule 11—Grooving bottom rail and 
pescinn' stock pattern water drip for 
same, LOOSE: 
(a) 3 ft. and under in length, add.... 75c¢ List 
(b) Over 3 ft. up to 5 ft, add.......$1.25 List 


COTTAGE STYLE WINDOWS 


Rule 12—Cottage style windows (with 
top and bottom light of different 
Resgnts) not listed, add together one- 
half of the list of windows of the same 
width containing the same or next 
larger a size for both bottom and 
top sash and add.............0. eeoes 30c List 


HALF WINDOWS 
Rule 13—Half windows (either top or 
bottom sash), add to half the list of 
a similar full window 30c List 


1% Inches Thick 


Rule 14—(a) For 1%-inch sash, also 2 
and 4-light plain rail windows, use 
134-inch list and deduct from the open 
list 10% 
(b) For 1%-inch check rail windows, 
deduct from the 1%-inch check rail 
pen list ocala ee cst cade Nae cwame 5% 
(c) For 1%-inch single sash, not 
otherwise listed or provided for, add 
of the 1%-inch listed open sash 


13§-Inch Plain Rail Windows 
Rule 15—For 13-inch plain rail win- 
dows, use 13-inch check rail list. 
1% Inches Thick 


Rule 16—For 1}4-inch windows or sash, 
add of the 1%-inch open list, unless 
otherwise provided 50% 


214 Inches Thick 


Rule 17—For 2 or 2%-inch windows or 
sash, add of the 13-inch open list... 100% 
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SASH EXTRAS—Continued 
STORE SASH 


Rule 18—(a) Store sash with stiles 
and top rail, 3 inches to glass line 
and bottom rail 4 inches to glass 
line, figure per lineal foot around 
the opening at 
(b) Bars not over 1 inch between 
glass, add per lineal foot 
(c) For wider stiles, rails, etc., see 
Rule 2, page 51. 

(d) For glass beads or stops, see 
Rule 8, page 54. 

e) For panels under store sash, 
see Rule 19. 


BULK HEAD PANELS FOR STORE FRONTS 


Rule 19—(a) Panels for store fronts, solid stuck, 
134 inches thick, per square foot, 60c list (sub- 
ject to door discount). 

(b) Panels for store front, solid stuck, 134 


inches thick, per square foot 85c list (subject 
to door discount). 


BENT SASH 


Rule 20—(a) For square head 1-light 
bent sash, either 13¢-inches thick or 
1% inches thick, not over 2 feet 6 
inches wide, add to list of a regular 4 
sash of same SiZ€......eseserenereese $7.50 List 
(b) For each additional 6 inches in 
width or fraction thereof, add 2.00 List 
(c) For bent bars, add 20% of above 
extra for each bent bar. 
(d) For bent open.’ windows, use 
double the list for.a similar bent sash. 
(e) For bent sash thicker than 1% 
inches, add to the above extras for 
each % inch extra thickness or frac- 
tion thereof 


Ee 
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2-0x3-11 


Note Ay 


$3.27 
‘see 


| $3.11 


| $2.96 


intermediate sizes, 


$2.80 


20x20 


' For odd or 


han listed sizes, see Rule 1, page 61. 


| For Blind Extras, see pages 61 and 62. 


page 61. 
’ For larger t 
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Outside Blinds for 2-Lt. Windows in Pairs 


List List List 
ate of in. . in. List Sine at 
. S. 8. 3. ni: 
6 %BS.| 8.8. 1 ed le asso 


28x24 | $3.49 | $3.67 | $3.86 
26 | 3.72 | 3.92 | 4.12 
28 | 3.97 | 4.18 | 4.39 
4.20 | 4.42 | 4.65 
4.44 | 4.68 | 
| 4.68 | 4.93 | 
| 4.92 | 
5.86 | 
3.55 | 
3.79 | 
i 
| 
| 
| 


2- 8x4- 7 
4-11 


: 
ca! mt] Sa! 


| 


DD igo + 
xe 


6 


3 


™s 
tt #; 
el sales) 


9 


| 4.04 
| 4.28 
| 4.52 4 
4.76 2x} -95.26 

5.00 6 5.53 3.79 

[5.76 | 6.07 | 6.34 I 6.65 | +. 
For odd or intermediate sizes, see Note “A,” 
page 61, 

For larger than listed sizes, see Rule 1, page 61. 
For Blind Extras, see pages 61 to 62. 


Single Outside Blinds for 2-Lt. Windows 
List List 
suget | aA BAS. | Rescor | Bin | Soon 
SS |%RS| SS . 8. 
T2x24_| $1. ¥ 84 | $1.94 


6 


| 
| 
| 
| 
| 
eo 
EE 
‘g 
[2- 
a 
ae 
| 
| 
| 


4 
4.9 
5.1 
5.96 | 
3.73 | 
3.99 | 
4.25 | 
4.50 | 
4.7 
5.0 
5.26 | 


* 


Salen Bde Hc 
NO oH) | 


NIN NP 


RIN Nts 


NO @ 
Pon 


| 


2.82 | 2.95 | 
Single blinds for four? light pantry windows not 
over 1 foot 6% inches in width, same price as 
te ge pantry window blinds. of the same 
eight. 
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Outside Blinds for 4-Lt. Windows in Pairs 
List 


Size of ee | 5 Sizes 
_S. or .S., | B.S. le in, 
pha ae RS.| SS. ob Beene! 


10x20 | $2.82 98 | $3. 29 | 2- 1x3-11 

24 | 3.27 | 3. a 4-7 

(26 + 3.49 ! 3.69 | 3. .09 4-11 
3.72 ; i f 5- 3 
3.94 2 : j 5-7 
4.17 : : FE Sie EIN 2B 
4.40 | 4.65 | 4.90 | 


5.31 

2.94 
S377, 
3.40 
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page 61. 
For larger than listed sizes, see Rule 1, page 61. 
For Blind Extras, see pages 61 and 62. 


BILT @ WELL 
Ws y, 
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Outside Blinds for Eight-Light Windows 


i 
Size of 

B.S. or | 4 
Glass $8. 


$3.21 R $3.76 
3.65 F 4.28 
4.09 : 4.81 
3.27 ) 3.82 
3.72 \e A 4.35 
4.17 . | 4.89 
4.62 5 5.41 
5.31 fi 6.20 
3.86 . 4.49 
4.32 q 5.04 
4.79 5.58 
6.40 


Outside Blinds for Twelve-Light 
Windows in Pairs 


Li List 

Size of 5 aS & . Size of 

Glass | Mae | BRE BB | HBA. | OPED 

8x10 | $2.92 | 

3.38. | 

3.84 | 

3.48 | 

3.71 _| 4.11 

3.95 | 4.37 

4.18 | 4.63 
| 
| 
| 
| 
| 
| 


$3. ; 39 [2- 48x3-11 
; 3.75 : 


4.26 — 
3.85 


4.42 4.90 
3.57 3.94 
4.06 4.48 
4.30 4.75 
4.54 5.02 | 
5.03 5.56 | 
5.79 | 6. 6.37 | 
For odd or intermediate sizes, see Note “A,” 
page 61. 

For larger than listed sizes, see Rule 1, page 61. 
For Blind Extras, see pages 61 and 62. 
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MILL WORK 
BLIND EXTRAS 


Note “A’”—For sizes not listed or intermediate 
sizes, use the same list as next larger listed size. 


Note “B”—The list extras specified are intended 
to enable the forming of a list which shall be 
subject to the “odd work” discount, except 
— ordered in stock quantities of a size and 
kin 


LARGER SIZES 
Rule 1—For list on outside blinds larger than 
listed sizes, use list on largest size of a similar 
blind and add as follows: 
(a) For each additional 4 inches in 
length or part thereof, for 1%-inch 
blinds 50c List 
(b) For each additional 4 inches in 
length or part thereof, for 13-inch 
i 60c List 
(c) For each additional 2 inches in 
width or part thereof, for 1%-inch 
i 25c List 
(d) For each additional 2 inches in 
width or part thereof, for 13¢-inch 
blinds 30c List 


WIDE STILES OR RAILS 


Rule 2—(a) For outside blinds with 
stiles or top rails wider than regular, 
add to the list for similar blind for 
each % inch or part thereof 
(b) For bottom rails wider than 
regular, add for each additional inch 
or part thereof 


SEGMENT HEAD 
Rule 3—For list on segment head blinds, add to 
proper list $3.00. ‘ 
For wide top rail for imitation segment head, 
add to proper list $1.00. 
PEAK HEAD 
Rule 4—For list on peak head blinds, add to 
proper list $4.00. 
CIRCLE TOP HEAD 
Rule 5—For half circle top blinds, add to proper 
list $5.00. 
GOTHIC HEAD 


Rule 6—For Gothic head blinds, add to proper 
list $6.00. 


BILT @ WELL 
Mibllbllde 


Whilllas 
MILL &@ WORK 
BLIND EXTRAS—Continued 


STICKING 


Rule 7—(a) Stock blinds are made with O. G. 
sticking for rolling slat blinds, and square 
sticking for stationary or half stationary blinds. 


(b) Special sticking extra price. 
SINGLE BLINDS 


Rule 8—For single blinds not otherwise listed, or 
for one-half of a pair of blinds, use one- shalt of ' 
the list of a pair double the opening of the 
single blind, and add 25% list. 


MULLION BLINDS 


Rule 9—(a) For list on mullion blinds use list ot 
a pair of similar blinds of the same opening, 
and add 25% list. 
(b) For same center beaded to represent a pair, 
add 35% list. 
(c). All pairs of 2-fold blinds 4-4 and wider ate 
made with center mullion rail. 


FOUR-FOLD BLINDS 


Rule 10—For list on four-fold outside blinds use 
double the list of a pair one-half the width of 
the opening, and add 40c list. 


SHORTER THAN LISTED SIZES 


Rule 11—No blind to be fieured at less than the 
list price of a 3-11 high blind. 


SOLID STUCK PANEL SHUTTERS 


Rule 12—For solid stuck panel shutters, either 
_all panels or part panels and part slats, use the 
list of stationary slat blind of the same size 
and thickness and add 40% .list. 

Rule 13—For shutters bead and butt 1 S. solid 
stuck 1 S. use list of a stationary slat blind of 
the same size and thickness and add 60% list. 


BLINDS FOR 34-IN. GLASS AND LONGER 


Rule 14—Blinds for 34-in. glass and longer, are 
made 3 panels high, unless otherwise ordered. 


1% IN. THICK 


Rule 15—For 134-in. blinds, use 1%-in. list for 
similar size and style, and add 75% list. 


—————————— 


Entrance Doors 


WO houses may be iden- 

tical in design, and yet if 

their entrance doors are 
different each has a definable 
individuality which changes 
their whole appearance. 


“Bilt-Well” Entrance doors 
are specially designed to give 
this air of exclusiveness to the 
homes to which they are suited, 
and they are sturdily built to 
withstand the rigors of the 
weather. You will not find it 
hard to convince your customer 
that “Bilt-Well” Entrance doors 
are a real investment. 


BILT @ WELL 
Mine tiie 
MILL & WORK 


ENTRANCE DOOR 


BW-214 
A 2-8x6-8 door manufactured in White Pine, and 
has a 23%4x24 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 
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sands acct 


BILT @ WELL 


MILL & WORK 


ENTRANCE DOOR 


BW-216 
A 2-8x6-8 door manufactured in White Pine, and 
has a 2334x30 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT well 
Wills 
MILL WORK 


ENTRANCE DOOR 


4 
| 
re 


ee Hoar SNORE 


BW-218 
A 2-8x6-8 door manufactured in White Pine, and 
has a 23%4x30 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Wills Midd, 
MILL & WORK 
2 ENTRANCE DOOR 


BW-220 
A 2-8x6-8 door manufactured in White Pine, and 
has a 23%x30 glass opening. 


When ordering refer to price guide for kinds of 


wood and sizes carried in stock 


<<a 
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BILT @ WELL 

Whilllas Milles 

MILL & WORK 
ENTRANCE DOOR 


BW-222 


A 2-8x6-8-door manufactured in White Pine, and 
has a 23%4x30 glass opening. 


When ordering os ge! to price guide for kinds of 


wood and sizes carried in stock 


BILT @ WELL 
Willa y 
MILL 


Wild 
WORK 
ENTRANCE DOOR 


BW-224 
A 2-8x6-8 door manufactured in White Pine, and 
has a 23%4x24 glass opening. 


When ordering refer to price guide for kinds of 
i wood and siges carried in stock 


BILT @ WELL 
Wills Mlle 
MILL & WORK 


ENTRANCE DOOR 


BW-226 


A 2-8x6-8 door manufactured in White Pine, and 
has a 2334x24 glass opening. 


When ordering re e& to price guide for kinds of 
wood and sizes carried in stock 
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BILT @ WELL 

Whillus Mille 

MILL & WORK 
ENTRANCE DOOR 


BW-228 


| A 2-8x6-8 door manufactured in White Pine, and 
has a 22x26 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


f BILT @ WELL 
if ——— aes Millie 
I ~ MILL & work 


iI ENTRANCE DOOR 


il BW-230 
i A 2-8x6-8,door manufactured in White Pine, and 
H has a 22x36 glass opening. 


a: When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Wills Melle 
MILL @ WORK 


ENTRANCE DOOR 


BW-232 


A 2-8x6-8 door manufactured in White Pine, and 
E has a 22x22 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Wills Mlle 
MILL & WORK 


ENTRANCE DOOR 


BW-234 


A 2-8x6-8 door manufactured in White Pine, and 
has a 22x22 glass opening. 


When ordering refer to price guide for kinds of | 
wood and sizes carried in stock ] 
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BILT @ WELL 
Wills Mlle, 
MILL & WORK 


ENTRANCE DOOR 


BW-235 


A 2-8x6-8 door manufactured in White Pine, and 
has a 22x26 glass opening. 


When apni refer to price guide for kinds of 
wood and sizes carried in stock 
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BILT @ WELL 
Willd: Mlle 
MILL & WORK 


ENTRANCE DOOR 


BW-236 


A 2-8x6-8 door manufactured in White Pine, and 
has a 20x56 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Wills Mlle 
MILL & WORK 


ENTRANCE DOOR 


BW-237 
| A 2-8x6-8 door manufactured in White Pine, and 
I has a 22x44 glass opening. 


| When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Willi Mlle 


MILL & WORK 
ENTRANCE DOOR 


BW-238 


A 2-8x6-8 door manufactured in White Pine, and 
has a 16x52 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


WELL 
Mlle 
MILL WORK 


ENTRANCE DOOR 


BW-239 
A 2-8x6-8 door manufactured in White Pine, and 
has a 22x38 glass opening. 
When ordering refer to price Fir omes fer kinds of 
wood and sizes carried in stock 


BILT @ WELL 

Whi MM, 

MILL & WORK 
ENTRANCE DOOR 


BW-240 


A 2-8x6-8 door manufactured in White Pine, and 
has a 16x52 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 
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BILT @ WELL 
Wills Mlle 
MILL & WORK 


ENTRANCE DOOR 


A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 22x46 glass opening. 

When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Mlle 


Wlllls 
MILL & WORK 
ENTRANCE DOOR 


BW-244 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 22x46 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 

Wills Ml, 

MILL & WORK 
ENTRANCE DOOR 


BW-246 
A 2-8x6-8 door manufactured in Plain. Red Oak, 
and has a 22x40 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
MILL & WORK 


ENTRANCE DOOR 


BW-248 


A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 22x30 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


EERE 
es=oeeeeeeeee— 
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BILT @ WELL 
Wills Mille 
MILL @ WORK 


ENTRANCE DOOR 


| A 2-8x6-8 door manufactured in’ Plain Red Oak, 

5 and has a 22x18 glass opening. 
"When crdering refer to price guide for kinds of 
i wood and sizes carried in stock 
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BILT } WELL 
——— Os Y, 
MILL & WORK 


ENTRANCE DOOR 


= BW-252 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 22x40 glass opening. 


When ordering vin go to price guide for kinds of 
wood and sizes carried in stock 
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WELL 
Mlle 
WORK 


ENTRANCE DOOR 


BW-254 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 22x40 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
MILL & WORK 
ENTRANCE DOOR 


BW-256 


A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 22x22 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


——— 
—————_———————————————————— 
88 


BILT @ WELL 
Willd y, 


MILL & WORK 
ENTRANCE DOOR 


BW-258 


A 2-8x6-8 door manufactured in Plain Red Oak. 
and has a 22x22 glass opening. 


hen ordering bas kee to price guide for kinds of 


wood and sizes carried in stock 


BILT @ WELL 
Wha. Mle 
MILL & WORK 
ENTRANCE DOOR 


BW-260 ’ 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 22x22 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 
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BILT @ WELL 
Whe. Mlle, 
MIL WORK 


ENTRANCE DOOR 


BW-262 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 22x18 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Mlle 


Wht 
MILL 9 WORK 
ENTRANCE DOOR - 


BW-264 ; 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 22x18 glass opening. 


When ordering refer to price guide for kinds off 
wood and sizes carried in stock 
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BILT @ WELL 
Wills Mls 
MILL & WORK 


ENTRANCE DOOR 


A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a.22x18 glass opening. 

When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 

Whillls 

MILL 
ENTRANCE DOOR 


MM 
WOR 


A 2-8x6-8 door manufactured in Plain Red Oak, 
and has an 18x54 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Wl Mlle 
MILL & WORK 


ENTRANCE DOOR 


BW-270 
'2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x56 glass. opening. 


hen ordering A igi to price guide for kinds of 
wood and sizes carried in stock 


{ BILT @ WELL 

Gabceanisooeeeen MMM. 

MILL # WORK 
ENTRANCE DOOR 


BW-272 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 16x52 glass opening. ] 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 
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BILT @ WELL 

Wildl Mllldllld, 

MILL @ WORK 
ENTRANCE DOOR 


BW-274 


2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x56 glass opening. 


hen ordering sad to price guide for kinds of 


wood and sizes carried in stock 


BILT Wet LL 
MILL WORK 
ENTRANCE DOOR 


BW-276 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x56 glass opening. 


When ordering re er to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Wills Mlle 
MILL & WORK 


ENTRANCE DOOR 


BW-278 
2-8x6-8 door manufactured in Plain Red Oak, 
. and has a 20x56 glass opening. 


Phen ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT g@ WELL 
MMM, 
MILL & WORK 


ENTRANCE DOOR 


BW-280 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x56 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Will: Millis 
MILL & WORK 


ENTRANCE DOOR 


A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x56 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Whilllaa Y, 
MILL & WORK 


ENTRANCE DOOR 


BW-284 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x56 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Wills lll, = 
MILL & WORK 


ENTRANCE DOOR 


BW-286 
| A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x56 glass opening. 


When ordering dal bg to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL | 
Whites Mlle : 
MILL & WORK 


ENTRANCE DOOR 


BW-288 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x56 glass opening. 


When ordering Migs to. price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Wills po er ESPTA ETE 


MILL 
ENTRANCE DOOR 


SO 


Lille, $= 
WORK 


BW-290 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x56 glass opening. 


When ordering a? oe to price guide for kinds of 
wood and sizes carried in stock 


Gi BILT @ WELL 
C—O} 

MILL 8 WORK 

} ENTRANCE DOOR 


BW-292 


A 2-8x6-8 door manufactured in Plain Red Oak, 
has a 20x56 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 
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WELL 
LUMA Mill, 
MILL & WORK 


ENTRANCE DOOR 


BW-294 


cA 2-8x6-8 door manufactured in Plain Red Oak, 
3 and has a 20x56 glass opening. 


When ordering i bt to price guide for kinds of 


wood and sizes carried in stock 


BILT @ WELL 
Mlle 


Wills 
MILL & WORK 
ENTRANCE DOOR 


BW-296 
A 2-8x6-8 door manufactured in Plain Red Oak. 


When ordering refer to price guide for kinds of | 
wood and sizes carried in stock 


SSS 
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BILT @ WELL 
MILL 8 work 


ENTRANCE DOOR 


BW-298 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x20 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL - 
lone obi 
MILL & WORK 
ENTRANCE DOOR 


ee 


BW-300 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x30 glass opening. 


When paar refer to price guide for kinds of 
wood and sizes carried in stock 
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BILT WELL 
Wills 

MILL WORK 
ENTRANCE DOOR 


BW-302 


2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x20 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stoc 


BILT @ WELL 
Wills Mlle 
MILL & WORK 
ENTRANCE DOOR ; 


BW-304 
A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x20 glass opening. 


When awering refer to price guide for kinds of 
wood and sizes carried in stock 
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BILT @ WELL 
Wills TZ 
MILL & WORK 


ENTRANCE DOOR 


BW-306 
A 2-8x6-8 door manufactured’ in Plain Red Oak, 
and has a 20x20 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried im stock 


BILT @ WELL 
Ws Mlle 
MILL & WORK 
ENTRANCE DOOR 


BW-308 


A 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x20 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 
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BILT ee 

Whllls 

MILL WORK 
ENTRANCE DOOR 


SRNR, Green a 


j BW-310 
A 2-8x6-8 door manufactured in Plain Red Uak, 
and has a 20x20 glass opening. 


hen ordering refer to price guide for kinds of 
: wood and sizes carried in stock 


BILT @ WELL 
Mlle 

MILL @ WORK 

ENTRANCE DOOR 


BW-312 


A 2-8x6-8 ieee manufactured in Plain Red Oak, 
has a 20x20 glass opening. 


When po athe refer to price guide for kinds of 
wood and sizes carried in stock 
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BILT @ WELL 
Will Wee 
MILL & WORK 


ENTRANCE DOOR 


BW-314 
2-8x6-8 door manufactured in Plain Red Oak, 
and has a 20x20 glass opening. 


When ordering a to price guide for kinds of 
wood and sizes carried in stot 


BILT @ WELL 

Wills Mlle 

MILL & WORK 
ENTRANCE DOOR 


BW-316 
A> 2-8x6-8 door manufactured in Plain Red Oak, 
and has a 16x38 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


WELL 
Middle 
WORK 


BW-418 
ISW-400—Door 2-8x6-8, 20x56 glass opening; side 
lights are 1-2x6-8, 10x56 glass opening. 
NSW -418—Door 2-8x6-8, 22x18 glass opening; side 
lights are 1-2x6-8, 10x18 glass opening. . 
Vhen ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 


Wills Mille 
MILL @ WORK 


FRONT ENTRANCES 


BW-416 

BW-404—Door 2-8x6-8, 20x56 glass opening; side 

lights are 1-2x6-8, 10x56 glass opening. j 

BW-416—Door 2-8x6-8, 20x20. glass opening; side 
- lights are 1-2x6-8, 10x20 glass opening. 

When ordering refer to price guide for kinds oj 

wood and sizes carried in stock 
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M 
FRONT ENTRANCE 


BILT @ WELL 
a ie ee 
ILL & WORK 


BW-420— : 
Manufactured in Pine and painted White. 


The door size is 2-8x6-8, the side lights are 
1-2x6-8 and have a 10x40 glass opening. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


BILT @ WELL 
Wl: MMM, 
MILL & WORK 

SIDE LIGHTS 


BW-424 


BW-424 Illustrated—1-2x6-8, 10x56 glass opening; 
BW-426 Illustrated—1-2x6-8, 10x56 glass opening 
When ordering specify kind of wood 
and size of opening 


BW-426 
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BILT @ WELL 

Vlas Milla, 

MILL @ WORK 
SIDE LIGHTS 


BW-428 BW-434 
BW-428 Illustrated—1-2x6-8, 10x56 glass opening. 
BW-434 Illustrated—1-0x6-8, 8x43 glass opening. 


When ordering specify kind of wood 
and size of opening 


Interior Doors 


S the exterior door gives 

character to the entrance 

so do inter-room doors 
make or mar many an other- 
wise perfect interior, 


There are “Bilt-Well” Inte- 
rior door designs to harmonize 
with every style of trim, and 
cre in making selections will 
always repay you and the home 
owner. 


Built for real service, made 
to hang true, and handsome in 
appearance “Bilt-Well” Inte- 
rior doors meet every demand 
upon them. 


BILT @ WELL 
Whi LA 
MILL @ WORK 


INTERIOR DOOR 


BW-450 
{ 2-8x6-8 door manufactured in Plain Red Oak. 


hen ordering refer to price guide for kinds of 
wood and sizes carried in stoc 


BILT @ WELL 
Mls 


ee 


Whildllus 
MILL & WORK 
INTERIOR DOOR 


BW-452 
| A 2-8x6-8, door manufactured in Plain Red Oak, 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 
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BILT @ WELL 
Wills Md 
MILL & WORK 


INTERIOR DOOR 


: BW-454 
door 2-8x6-8 manufactured in Plain Red Oak. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 


_BILT WELL 
Wills 
MILL WORK 


INTERIOR DOOR 


BW-456 
| A door 2-8x6-8 manufactured in Plain Red Oak, 
| 


When ordering refer to price apuige ie kinds of 


wood and sizes carried in stock 
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BILT @ WELL 
ithe wie 
MILL & WORK 


INTERIOR DOOR 


BW-458 
door 2-8x6-8 manufactured in Plain Red Oak. 


When orhenng refer to price pote for kinds of 
woo sizes carried in stock 


BILT @ WELL 
Will Mlle 
MILL & WORK 


INTERIOR DOOR 


BW-470 
A door 2-8x6-8 manufactured in Plain Red Oak. 


When ordering refer to price guide for kinds of 
wood and sizes carried in stock 
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BILT WELL 
MILL WORK 


MIRROR DOOR 


} BW-478 
A door 2-8x6-8 manufactured in Plain Red Oak. 


hen ordering refer to price guide for kinds of 
wood avid sizes carried in stock 


BILT @ WELL | 
CMM ey Mill 
MILL & WORK 


FRENCH DOORS 


BW-482 
BW-480—Opening for pair of doors 4-0x6-8. 
BW-482—Opening for pair of doors 4-0x6-8. | 
When ordering specify kind of wood 
and size of opening 


a a 
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BILT @ WELL 
———— ae Ml, 


MILL & WORK 


, FRENCH DOORS 


By ee ee for pair of doors 5-0x6-8. - 
BW-486—Opening for pair of doors 5-0x6-8. 


When ordering specify kind.of wood 
and size of opening 


BILT @ WELL 
MM 


Chills 
MILL & WORK 


FRENCH DOORS 


BW-490 
| BW-488—Opening for pair of doors 4-0x6-8. — 
' } BW-490—Opening for pair of doors 5-0x6-8. — 
When ordering specify kind of wood 
and size of opening 
| Sea NR 
Eee ee 
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BILT @ WELL 
Wills y 
MILL & WORK 


GARAGE DOORS 


BW-500 


BW-501 


BW-500—Pair of doors 4-0x8-0, 3-2x2-10 glass 


opening. 
BW-501—3 doors 2-8x8-0, 1-10x2-10 glass opening. 
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BILT @ WELL 
—— BH Mlle 
MILL & WOR 


STORE DOOR 


A door 2-6x7-0 manufactured in White Pine. 


When erdering specify size of door and kind of 
wood desired 


_BILT @ WELL 
—————— y ——<$_— 
MILL 


WORK 


STORE DOOR 


BW-552 
A door 2-6x7-0 manufactured in White Pine. 
‘When ordering specify size nA door and kind of 


wood desire 


BILT @ WELL 
Will Mlle 


Ves Me Z 
MILL & WORK 
COMBINATION DOOR 


Illustrated in 3-0x7-0. 
Sash panel—eight lights glazed. 
Screen panel—one light. 


A very good assortment of sizes carried in stock 


dl 
rr 
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BILT @ WELL 

Childs lll, "$$ 

MILL & WORK 
COMBINATION DOOR 


SRE LIS Mist Bl SS 


BW-590 
Illustrated in 3-0x7-0. 
Sash panel—nine lights glazed. 
Screen panel—one light. 


A very good assortment of sizes carried in stock 


BILT @ WELL 


Wills Mlle 


MILL @ WORK 
SCREEN DOOR 


ia BW-570 


Screens carried in stock in a variety of designs 
and sizes 


BILT @ WELL 
Cilla: Millis 
MILL & WORK . 


SCREEN DESIGNS 


Screens carried in stock in a variety of designs 
FE and sizes 


Windows and Sash 


ECAUSE “Bilt-Well” Sash 
are made in a thoroughly 
workmanlike way they 

not only give more than the 
usual service expected of sash, 
but they are an asset and a 
credit to a building. 


The designs illustrated are 
applicable to many styles of 
residences but they do not 
cover our entire line. We. are 
always glad to submit special 
designs in case this book or our 
general catalog do not contain 
just what your needs require. 


BILT : WELL 
MILL @. WORK 


COTTAGE SASH 


Total opening 3-8 wide, 5-2 high. 
Bottom light 40x40. 
Top light 40x16. 


When ordering always give size of sash opening 


BILT @ WELL 
Wills Mill, 
MILL @ WORK 


COTTAGE SASH 


Total sash opening 3-8 wide, 5-2 high. 
Bottom light 40x40. 
Top light 40x16. 


When ordering always give size of sash opening 
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BILT @ WELL 
Faiike es 
MILL & WORK 
COTTAGE SASH 


Total sash opening 3-8 wide, 5-2 high, 
Bottom light 40x40. 
Top light 40x16. 


When ordering always give size of sash opening 


BILT @ WELL 
Will Mla, 
MILL @ WORK 


COTTAGE SASH 


BW-698 


Total sash opening 3-8 wide, 5-2 high. 
Bottom light 40x40. 
Top light 40x16. 


When ordering always give size of sash opening 


BILT ‘ WELL 
Willa Md, 
MILL & WORK 


COTTAGE SASH 


BW-700 


Total sash opening 3-8 wide, 5-2 high. 
Bottom light 40x40. 
Top light 40x16, 


(hen ordering always give size of. sash opening 


| 
| 
| 
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BILT @ WELL 
Wiis Mille 
MILL & WORK 


COTTAGE SASH 


BW-702 


Total sash opening 3-8 wide, 5-2 high. 
Bottom light 40x40. 
Top light 40x16. 


When ordering always give size of sash opening 


Caen ee ee ee NIE dIE EEN 
EEE 
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BILT @ WELL 
Wilh MM 
MILL @ WORK 


COTTAGE SASH 


Total sash opening 3-8 wide, 5-2 high. 
Bottom light 40x40. 
Top light 40x16. 


When ordering always give size of sash opening 


BILT @ WELL 

. Mlle 

MILL & WORK 
COTTAGE SASH 


Total sash opening 3-8 wide, 5-2 high. 
Bottom light 40x40. 
Top light 40x16. 


When ordering always give size of sash opening 


tt a nee ne cence ae ine 
rt A a 
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BILT @ WELL 
Gillis Mls 
MILL & WORK 


COTTAGE SASH 


Total sash opening 3-8 wide, 5-2 high. 
Bottom light 40x40. 
Top light 40x16. 


When ordering always give size of sash opening 


BILT @ WELL 
MILL WORK 


CASEMENT SASH 


4 
fo 


ae a aes 


Refer to price guide for sizes and price 
information. 
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Fai fhe ste 
WORK 


CASEMENT SASH 


Refer to price guide for sizes and price 
information. 


BILT @ WELL 
Chlllad Mlle 
MILL & WORK 


CASEMENT SASH 


Refer to price guide for sizes and price 
information, 
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BILT WELL 
Willis 


Li-———<——amecn, 
SRA ee 


MILL WORK 
DIVIDED TOP WINDOWS 


BW-716 BW-718 


When ordering always shecify Size 
of glass required. 


BILT @ WELL 
Will: Mle 
MILL & WORK 


DIVIDED TOP WINDOWS 


ae 


BW-720 


BW-726 BW-732 


When ordering always specify size 
of glass required. 
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BILT @ WELL 
rite wie 
M WORK 


DIVIDED 


TOP WINDOW: 


BW-740 


BW-742 BW-744 


When ordering always specify size 
of glass required. 


BILT @ WELL 
—— erie ste 
MILL & WORK 


DOOR STICKINGS AND BASE BLOCKS 


E 


j 
; 
B 


W-874. 


BW-880 BW-882 


When ordering refer to price guide. 


BILT @ WELL 
MILL & WORK 
CORNER BEADS, BASE ANGLES, ETC. 


BW-886 BW-892 


Illustrations in Plain Red Oak and White Pine 


BILT @ WELL 
Wills Milde 
MILL @ WORK 


BEAM CEILINGS 


BW-956 
| BW-950— 
i Main Beam 6 inches wide, 43-inch drop. 
l Cross Beam 5 inches wide, 4-inch drop. 
Wall Beam 6-inch drop. 


BW-956— 
Main Beam 6 inches wide, 4%-inch drop. 
Cross Beam 5 inches wide, 4%4-inch drop. 
Wall Beam 3 inches wide, 4%4-inch drop. 


Specify kind of wood and dimensions when 
ordering. 
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BILT @ WELL 

Wills YL 

MILL & WORK 
MOULDED CORNICE 


BW-960 


BW-966—3 inches wide, 534-inch drop. 
BW-960—3%4 inches wide, 6-inch drop. 


When ordering state kind of wood desired. 


BILT @ WELL 

Willis MMe 

MILL’ WORK 
WALL PANELING 


BW-982 

BW-978— 

Height from floor to top of paneling 4-6. 

Projection of plate rail 3% inches. 

Size of panels 1-4 wide by 3-8 high. 
BW-982— 

Height from floor to top of paneling 5-0. 

Gite Ms horizontal panel 1-10 wide by 10 ins. 

igh. 
Size of vertical panels 10 ins. wide by 3-0 high. 


Specify necessary dimensions and kind of wood 
when ordering 


BILT @ WELL 
Cie iil 
MILL & WORK 


WALL PANELING 


ah Ss 


BW-988 

_ BW-984— 

' Height from floor to top of paneling 5-0. 
Projection of plate rail 3% ins. 
Top panel 10 ins. square. 
Bottom panel 10 ins, wide by 3-0 high. 

| BW-988— 
Height from floor to top of paneling 5-614. 
Top panels 10 ins. square. 
Center row panels 10 ins. wide by 2-0 hi h. 
Bottom row panels 10 ins. wide by 1-5 high. 


Specify necessary dimensions and kind of wood 
when ordering 


Cabinet Work 


O produce cabinet work of 
the better sort requires the 
rare combination of and 
unity of purpose between mas- 
ter designers and skilled me- 
chanics. This, plus good mate- 
rials and proper machinery, is 


the kind of organization re- 
sponsible for the “Bilt-Well” 
product. 


While we illustrate only a 
few designs, they are sufficient 
to give an idea of the character 
“Bilt-Well” cabinet work pro- 
vides for homes. The inclusion 
of a “Bilt-Well” book case, 
buffet, sideboard or other built- 
in feature is evidence to your 
customer that your specifica- 
tions are the result of careful 
thought. 


BILT @ WELL 


———== iw 22 
MILL & WorK 


COLONIAL SIDEBOARD 


BW-1008 


Height from floor to top of ledge, 2-8, 
Recess required 3-0 wide, 7-2 high, 1-2 deep. 
Height from floor to top of doors, 7-0. 


Specify size and kind of wood when ordering 


BILT @ WELL 
Mlle 


oo iy' 


MILL # WorK 
SIDEBOARD 


BW-1016 


Height from floor to top of ledge, 2-10. 
Space between top and bottom sections, 1-3. 
To fit in recess 6-0 wide, 7-2 high, 1-2 deep. 


Specify size and kind of wood when ordering 


BILT @ WELL 
Wills Mla, 
MILL @ WORK 


BW-1034 


BW-1028—To fit in recess 6-0 wide, 7-0 high, 
1-2 deep. 


_ BW-1034—To fit in recess 6-0 wide, 7-0 high, 
; 1-2 deep. 


Specify size and kind of wood when ordering 


BILT @ WELL 
Whilllas Milde 
MILL @ WORK 


SIDEBOARDS 


BW-1036 


BW-1030—To fit in recess 6-0 wide, 7-0 high, 
1-2 deep. 

BW-1036—To fit in recess 6-0 wide, 7-0 high, 
1-2 deep. 


Specify size and kind of wood when ordering 
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BILT @ WELL 
Wits y 


Ee 


he 2 
MILL & WorK 


COMBINATION CASE 


BW-1066 
(Dining Room Side) 


_ Height from floor to top of ledge 2-10. 


_ Height from top of ledge to bottom of top sec- 
tion 1-2. 


| Projection of top and bottom section from 
- wall 1-0. 


When ordering, specify size and kind of wood 


BILT @ WELL 
Chills MMe 
MILL & WORK 


COMBINATION CASE 


BW-1066 


(Kitchen Side) 


For dimensions see page 169. 

Top section flush with wall. 

Bottom section projects 6 inches from wall. 
Total wall opening 5-0 wide, 7-6 high. 


When ordering specify size and kind of wood 
desire 


BILT @ WELL 
Wills a ne 
MILL & WORK 


——— 
KITCHEN CABINET 


BW-1070 


Height from floor to top of counter 2-10. 
Upper section 1-2 deep, lower section 1-6 deep. 
Overall dimensions 5-0 wide, 8-6 high, 


| When ordering specify kind of wood and size of 
cabinet 
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BILT @ WELL 
Willa WL 
MILL @ WORK 


KITCHEN CABINETS 


BW-1082 
BW-1090— 
Height from floor to top of counter 2-8. 
Upper section 1-2 deep, lower section 1-8 deep. 
Dimensions overall 10-0 wide, 9-0 high, 
BW-1082— 
Height from floor to top of counter 2-10, 
Dimensions overall 5-0 wide, 2-10 high, 1-6 deep. 


When ordering specify kind of wood and size 
of cabinet. 


—_—— 
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BILT @ WELL 
Chills Md 
MILL & WORK 


BW-1094 
_ BW-1084— 


Height from floor to top of counter 2-10. 
Upper section 1-2 deep, lower section 1-8 deep. 
Dimensions overall 11-0 wide, 7-5 high. 
BW-1094— 
Height from floor to top of counter 2-8. 
Upper and lower end section 1-2 deep, center 
section 1-8 deep. ‘ 
Dimensions overall 10-0 wide, 9-0 high, 


When ordering specify kind of wood and size 
of cabinet. 


BILT @ WELL 

Whilllas Mill. 

MILL & WORK 
IRONING BOARD AND CABINET 


BW-1096 


Height of board from floor, 3-0. 
Size of board 4-8 long, 1-3 wide. | 
Wall recess required 1-9 wide, 5-2 high, 5 deep. 


When ordering specify kind of wood desired 


art RE ARR SR EEE AE 
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BILT at WELL 

Whills MMM, 

MILL & WORK 
MEDICINE CABINETS 


BW-1102 


BW-1100 

Recess 1-10 wide, 2-3 high, mirror 16x20. 
BW-1102— 

Recess 1-10 wide, 2-11 high, mirror 16x20. 


When ordering specify kind of wood desired 


Bl Lay WELL 
Pipecienscectaesnacconce UE Mlle 


MI I itt WORK 
WARDROBES 


BW-1108 and BW-1109 


BW-1108 (Left) BW-1109 (Right) 
These wardrobes can be ordered separately or 
in combination as shown. Total opening for 


both sections as illustrated is 5-0 wide, 6-10 
high, 2-6 deep. 


When ordering specify kind of wood and size of 
cabinet 


BILT @ WELL 


——— is Ope fT SESRESEIACTEIE 
MILL & WORK 
LINEN CASE 


BW-1110 


Recess required 4-0 wide, 7-2 high, 
_ Depth of recess 2-0. 


E: When ordering specify kind of wood and size of 
3 cabinet 
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BILT @ WELL 
Wills Mlle 
MILL @ WORK 


BREAKFAST NOOK 


BW-1114 


gh eh OEY 
eight from floor to table top 2-6. 

Ts e top 2-6x5-6. 

Opening required 6-0 wide, 6-0 deep. 


When ordering specify kind of wood 
and size of room 
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BILT @ WELL 
Chill: 


Mlle 
MILL & WORK 
BREAKFAST NOOKS 


BW-1118 


BW-1122 


A aes 
ten a from Sei to table top 2-6. 
ble top 2-6x5-6. 
a required 6-0 wide, 6-0 deep. 
BW-1122— 
Se ba from ead to top of table 2-6. 


Table top 2-6x5-0 
Opening required 5-6 wide, 5-6 deep. 


When ordering specify kind of wood and size 
of room 


BILT @ WELL 
LEE Ma ——————— 
MILL WORK 


WINDOW SEAT 


| 


BW-1136 


Overall dimensions 6-0 long, 2-8 high, 1-6 deep. 
Height from floor to top of seat 1-6. 


When ordering specify kind of wood desired 
SS 
eee 
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BILT @ WELL 
Chills Mlle 
MILL @ WORK 
COLONNADES 


BW-1150 


BW-1152 
BW-1150— 


Size of opening 8-0 wide, 7-0 high. 
Column 6% finished at top. 
Column 714 finished at bottom. 

BW-1152— Kae 
Size of opening 8-0 wide, 7-0 high. 
Diameter of column at top 6% finished. 
Diameter of column at bottom 7% finished. 


Specify size of opening and kind of wood when 
ordering 


BILT @ WELL 
Willa MMM 
MILL & WORK 
COLONNADES 


BW-1156 
BW-1154— 
Size of opening 8-0 wide, 7-0 high. 
Pedestal 2-0 wide by 2-1 high. 
Column 4-11 high. 
BW-1156—_ - 
Size of opening 8-0 wide by 7-0 high. 
cop panel 6 inches high. 
Side panels 8 inches wide. 


Specify kind of wood and size of opening when 
ordering 
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BILT @ WELL 
Will, y 


Mb: 
MILL & WORK 
COLONNADES 


BW-1160 

| BW-1158— 
Size of opening 8-0 wide by 7-0 high. 
Pedestal 2-0 wide by 2-1 high. 
Columns 4-11 high. 

BW-1160— 
Size of opening 8-0 wide by 7-0 high. 
Pedestal 1-6 wide by 4-9 high”by 11 ins. deep. 
Columns 2-4 high. 


Specify size of opening and kind of wood when 
ordering 


BILT 
tht: 
MILL 


COLONNADES 


WELL 
Mlle, 
WORK 


BW-1162— 
Size of opening 10-0 wide by 7-0 high. 
Pedestal 2-4 wide by 4-9 high by 11 ins. deep. 
Columns 2-4 high. 

BW-1164— 

Size of opening 10-0 wide, 7-0 high. 
Pedestal 2-4 wide by 4-9 high by 11 ins. deep. 
Columns 2-4 high. 


Specify size of opening and kind of wood when 
ordering 


a 
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BILT @ WELL 
Whilllas Millia: 
MILL & WORK 
COLONNADES 


ne 


BW-1166— 
Size of opening 10-0 wide by 7-0 high. 
Pedestal 2-4 wide by 4-9 high by 11 ins. deep. 
Columns 2-4 high. 

BW-1168— 
Size of opening 10-0 wide by 7-0 high. 
Pedestal 2-4 wide by 4-9 high by 11 ins. deep. 
Columns 2-4 high. 


Specify size of opening and kind of wood when 
ordering 


A 
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BILT @ WELL 
=———— oe LM $< 
MILL & WORK 


COLONNADES 


BW-1172 

BW-1170— 
Size of opening 10-0 wide by 7-0 high. 
Pedestal 2-4 wide by 4-9 high by 11 ins. deep. 
Columns 2-4 high. 

BW-1172— 
Size of opening 10-0 wide by 7-0 high. 
Pedestal 2-4 wide by 4-9 high by 11 ins. deep. 


Columns 2-4 high. 


Specify size of sPinigs and kind of wood when 
ordering 


eT 
— 
186 


BILT @ WELL 
Wills Mlle: 
MILL & WORK 

COLONNADES 


BW-1174 


BW-1176 

BW-1174— 
Size of opening 12-0 wide by 7-0 high. 
Pedestal 3-0 wide by 4-9 high by 11 ins. 
Columns 2-4 high. 

BW-1176— 
Size of opening 12-0 wide by 7-0 high. 
Pedestal 3-0 wide by 4-9 high by 11 ins. 
Columns 2-4 high. 


Specify size of opening and kind of wood 
ordering 


BILT @ WELL 
MILL & WORK 


MANTEL COMBINATIONS 


BW-1178 


BW-1180 
BW-1178— 
Illustrated in Plain Red Oak. 


BW-1180— 
Illustrated in Plain Red Oak. 


When ordering specify size and kind of wood 
desire 


BILT @ WELL 


LL & WORK 
MANTEL COMBINATIONS 


BW-1182 


BW-1184 
BW-1182— 
Illustrated in Plain Red Oak. 


BW-1184— 
Illustrated in Plain Red Oak. 


When ordering specify size and kind of wood 
esired 


eat yo 
WORK 


Bs cae annals 


BW-1196 


BW-1194— 
‘Tllustrated in White Enamel. 


BW-1196— 
Illustrated in White Enamel. 


When ordering specify size and kind of wood 
esired 
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BILT @ WELL 
Whitlis 


Milde 
MILL & WORK 
MANTEL SHELVES 


BW-1200 


BW-1202 


BW-1210 


When ordering aha homed and kind of wood 
e 


nt 
—_—_—— 
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Stair Work 


IKE anything else made of 
wood, only good materi- 
als and clean workman- 

ship can produce good results. 
This is particularly true of 
stairs, because they are subject 
daily to use which is more or 


less severe. 


“Bilt-Well” Stairs are being 
manufactured in increasing 
quality because they fulfill 
every requirement. Properly 
designed and properly con- 
structed, they relieve the build- 
er of much labor and are a 
source of constant satisfaction 
to the owner. 


BILT @ WELL 
Willis Mtl lls 
MILL & WORK 


STAIR NEWELS 


BW-1230 BW-1232 


BW-1230— 

Shaft 6x6, base 714x7%. 
BW-1232— 

Shaft 6x6. 
BW-1234— 

Shaft 6x6, base 7!4x7%. 


Refer to price guide for stock designs when 
ordering 


BILT @ WELL 
Chills Mlldldlee 
MILL & WORK 
STAIR NEWELS 


BW-1236 BW-1240 BW-1242 


BW-1236— 
Shaft 6x6. 


BW-1240— 
Shaft 6x6, base 7%4x7%. 


BW-1242— 
Top 5%x5%, bottom 7%4x7%. 


Refer to price guide for stock designs when 
ordering 


ee reenter cnt a RE 
ENE 
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BILT g@ WELL 
Ye 


Ws Me 
MILL @ WORK 
STAIR NEWELS 


BW-1244 BW-1246 BW-1252 


BW-1244— 

Shaft 6x6, base 714x7¥4. 
BW-1246— 

Top 5%x5%, bottom 71%4x7%4. 


BW-1252— 
5x5 Turned. 


Refer to price guide for stock designs when 
ordering 
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BILT @ WELL 
Ville. Mlle 

MILL & WORK 

STAIR NEWELS 


SS 


BW-1258 BWeiaee BW-1262 BWet26r 
BW-1264 BW-i1260 


BW-1258—5x5. BW-1262—5x5. 
BW-1260—5x5. BW-1264—5x5. 


Refer to price guide for stock designs when 
ordering 


saan RRR meee te 
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BILT @ WELL 

inn odliite 

MILL & WORK 
BALUSTERS 


eee 


BW-1266 BW-1272 BW-+1276 BW-1284 


Bar Mad 


Refer to price guide for stock designs when 
ordering 


Reena 
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BILT @ WELL 
Will y, 


Ves Mla, 
MILL & WORK 
SAWED BALUSTERS 


BW-1286 BW-1288 BW-1290 BW-1294 


~~ 


Refer to price guide for stock designs when 
ordering 


———— 
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BILT @ WELL 
Ws Mill. 
MILL @ WORK 


STAIR RAIL 


BW-1298 
242x3 Ye 

Refer to price guide for stock designs when 
ordering 


BILT ee 
MILL 


WORK 
STAIR RAIL 


gc 1308 
1%4x2 


BW-1310 
2Yex3%/, 


BW-1312 
1%x3Y2 


Refer to price guide for stock designs when 
ordering 
ee 
Kn. 
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BILT @ WELL 


title Mlle 
MILL & WORK 
STAIR PARTS 


yy ee I cml 


ee 


BW-1314 


BW-131 


BW-1322 


Illustrations in Plain Red Oak 


BILT @ WELL 
Willits Milde 
MILL & WORK 
STAIR PARTS 


BW-1326 


Lie BW-1330 


Illustrations in Plain Red Oak 
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BILT @ WELL 
MILL & WORK 


STAIR DESIGN 


BW-1334 


BW-1230—Starting Newel. 
BW-1298—Rail. 
BW-1258—Angle Newel. 
BW-1274—Baluster. 


Illustrated in Plain Red Oak 


BILT WELL 
MILL @ WORK 


STAIR DESIGN 


BW-1344 


BW-1256—Starting Newel. 
BW-1264—Angle Newel. 
BW-1300—Rail. 
BW-1284—Baluster. 


Illustrated in White Enamel and Mahogany 
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BILT @ WELL 
While Mlle, 


MILL & WORK 
STAIR DESIGN 


BW-1300—Rail 
BW-1284—Baluster. 


Illustrated in Mahogany and White Enamel 


Porch Work 


HE porch has come to be 
Ts very important part in 

the planning of a home. If 
the architecture is such as will 
permit the use of a porch, the 
home builder who includes one 
in his plans will be more than 
repaid for the small extra cost 
of its construction. 

It is difficult to realize all 
the pleasures derived from a 
well arranged cozy porch and 
the porches that are built to- 
day may be made more than 
pleasant spots for the summer 
months, they may readily be 
converted into ideal sun rooms 
for the year’s cooler seasons by 
arranging for glass to replace 
the screenings. 
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BILT @ WELL 
Wills y 


Mlle, 
MILL & WORK 
PORCH COLUMNS 


S) 


BW-1400 BW-1402 
| Refer to price guide for stock designs and sizes 
i when ordering 


BILT @ WELL 

Willies Mlle 

MILL & WORK 
PORCH COLUMNS 


BW-1411 BW-1412 BW-1414 


Refer to price guide for stock designs and sizes 
when ordering 


BILT @ WELL 
Wills Me 
MILL & WORK 


PORCH COLUMNS WITH PEDESTAL 


BW-1420 
Refer to price guide for stock designs and sizes 
when ordering 


eee 


BILT @ WELL 
Wills Wiidldéd 
MILL & WORK 
PORCH NEWELS 


Cee aEEEEEEEEEEEEEEel 


BW-1428 BW-1430 


Refer to price guide for stock designs and sizes 
when ordering 


BILT @ WELL 
Me 
MILL 9 WORK 
PORCH NEWELS 


er 
nrc etn 


Refer to price guide for stock designs and sizes 
when ordering 


an 
eee 
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BILT @ WELL 
MILL @ WORK 
PORCH BALUSTERS 


Refer to price guide for stock designs and sizes 
when ordering 
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—— 
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BILT @ WELL 
Mann afl 
MILL & WORK 
PORCH BALUSTERS 


BW-1442 


z 


Rene | BS | 


1] 


BW-1450 BW-1452 


Refer to price guide for stock designs and sizes 
i when ordering 


BILT @ WELL 
Ml, 


Wills 
MILL & WORK 
PORCH RAIL 


BW-1468 


BW-1470 


Refer to price guide for stock designs and sizes 
when ordering 


BILT @ WELL 

Wills y 

MILL & WORK 
PORCH RAIL 


ne casa 


BW-1472 


BW-1474 


er to price guide for stock designs and sizes 
when ordering 


BILT @ WELL 
one of HH 
MILL & WORK 


a 


RAFTER ENDS 


BW-1484 


BW-1486 


BW-1490 


BW-1494 


Refer to price guide for stock designs and. sizes 
when ordering i 


BILT @ WELL 
Minn aobtiitee 
MILL & WORK 


ROOF BRACKETS 


BW-1496 


BW-1506 BW-1500 


Refer to piece guide for stock designs and sizes 
when ordering 
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BILT @ WELL 

Chis MM, 

MILL & WORK 
BLINDS 


BW-I552 


Refer to piece guide for stock designs and sizes 
when ordering 


ED 
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BILT @ WELL 
Wille. y, 
MILL 

INSIDE DOOR JAMBS 


Rabbeted Frame With 
Frame Stop 
BW-1522 BW-1524 


Inside Door Frame 
BW-1520 


i Transom Head 
. — Frame 
Sliding Door -1528 
Frame . 
BW-1526 


BILT @ WELL 
Wills MM ld: 
MILL ® WORK 
OUTSIDE FRAME BW-1530 


—————_—_$_<$<$——S 


Detail thru Head Jamb of 
Plain Drip Cap Window 
Frame for Frame Buildings 


Detail thru Side 
Jamb 


Specify opening sizes when ordering 


BILT @ WELL 

new afta 

MILL & WORK 
OUTSIDE FRAME BW-1532 


Detail thru Head Jamb of 
Moulded Cap Window 
Frame for Frame Building 


Detail thru Side 
Jamb 


Specify opening sizes when ordering 


a a 
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BIiILT @ WELL 

thle Mlb 

MILL & WORK 
OUTSIDE FRAME BW-1534 


Detail thru Head Jamb of 
Window Frame for Stucco 
Building 


Detail thru Side : 
Jamb 


Specify opening sizes when ordering 
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BILT @ WELL 

Cll Mtl, 

MILL & WORK 
OUTSIDE FRAME BW-1536 


Detail thru Head Jamb of 
Window Frame for Brick 
Building 


Detail thru Side 
Jamb 


Specify opening sizes when ordering 


an RRREERRRERERREReeneeeeenneeemeeeeeemenee eee 
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BILT @ WELL 
UZ VIZ 
MILL WORK 


yx1% 
I] ) sus h sty, 
804814, x 2 


8051—1 x1 
8052—%x%, 


8061—%, x 1% 
8060—%, x 1% 
8059—14 x Ye 


erties tee ss 
Wits —— 
MILL & WORK : 


811514 x 15 
81i6—i; x19 
811714 x11, 


81 x15% 

811 x1% p 
8118—1/, x 11% i 
812114 x % i 
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8079—5 x 1Y, 
808034 x 1% 


8125—1% x 2 8600—% x 134 
simi 2 8601—% x 134 
8123—3, x 114 
8131—34 x 114 


> 857154 x % 
ITALL ALAA, 8510—¥/, x 5%, 
} ae es : 
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5 8182—4 x % 1403x354" 

8139—,4, x 44 


8614—%, x 134 8145—%% x 54 
8615—%/, x 23% 8146—7, x % 


8177—%4 x2 


8180—%, x 244 
8178—;; x2 


BILT @ WELL 
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MILL © WORK 


862 1% 
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1—3/, x 1% / 
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BILT @ WELL 
Clix 
MILL & WORK 


82653, x 15, 


8256—114 x 15% 


BILT @ WELL 
MILL § WorRK 


8642-9 x 3% 


/| 8641143, x 414 
“| 86413, x 354 


\\ 
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8656—%% x 21/, 
8655—', x 134 


8667—5% x 244 


MLA. 
86 84x | 


28—34 x 2Y/, 


BILT WELL 
TMU - ————— 
MILL WORK 


8669—%/, x 31, 
8267—11, x 334 
8638—11,4 x 53/4, 
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A Ms 


1¥g x4 
i] 82691,—114 x 3% 


| \) s695—1% x 3% 


8696—15% x 21/ 


82743), x 2Y, 


8282—,%, x 134 
8280—,', x 1144 
8281—,, x 1% 


8285—11/ x 21/ 
8283—11/ x 15 
828411, x 2 
8286114 x 3 
8287114 x 314 


8278—5f x 3% 


BILT @ WELL 


MILL & WORK 


eae OLA LLL LMT 


8700—5f x 354 


8289—%/, x till 
8290—% x 45% 


| — 


Ya 
8384—%, x 41/4 


BILT @ WELL 


ae ena 


MILL & WORK 


Was | 


8358—%, x 35% 
8359—%/, x 4% 


8712—%, x 354 
8378114 x 11% 
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‘ LIST PRICE OF MOULDINGS 


Prices Quoted Are for 100 Lineal Feet 


of Moulding 
Midg. Midg. 
No. Size Price No. Size Price 


8000 Mx3% $3.50 8042 %x 4% $1.00 
8002 4x35 4.00 8046 14%x1% 3.30 


8003 Yx2U% 3.00 8048 134x2 6.20 
8004 WYx5%4 6.00 8048% 134x2 6.20 
8005 Yx45% 5.50 8051 Laxt 2.25 


8006 ¥4x4% 4.75 8052 34x 4 1.25 
8007 Yx1%y 2.00 8056 15%x13%% 4.00 
8008 Wx2% 2.50 8059 Y%x % 1.00 
8009 Yx3% 4.00 8060 Wx % 1.00 
8010 ¥4x2% 3.00 +8061 H%x1% = 1.25 
8011 WYx2% 2.50 8063 Y%x % 1.00 
8012 W4x4% 4.75 8064 Hx % 1.00 
8013 Mx45% 5.50 8065 Yx Ye 1.00 
8014 ¥4x3% 3.50 8067 %4x13% 1.75 
8015 ¥x1 0.25. 8075 Yx we 1.00 
8016 ¥%4x1% 2.00 8076 fsx % 1.00 
8017 Wx1% 1,75 8077 %x ~~ 1.00 ] 
8018 W%x2%  =-2.50 8078 xl 1.25 | 
8019 Wx2%y 3.00 8079 54x14 1.50 | 
8020 ¥%x3% 3.50 8080 Wx1% «2.00 | 

} 
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8021 Yx4%4 4.75 8082 Hx % 1.00 
8023 W%x35% 4.00 8083 %x1% ~—:1.00 
8024 Wx1% 2.00 8084 3%x13% 1.10 
8025 Wx2% 2.50 8085 Hx1KH «21640 | 
8026 W4x23% 3.00 8086 ¥%xlK 160 | 
8029 Wx3% 3.50 8089 Y%xl% 125 | 
“8030 Wx2% 2.50 8090 Y%xl% 2.00 | 
8031 ¥%4x1% 2.00 8091 xl 2.25 ; 
8032 YWx2 2.25 8093 1%yx2% = -.2.50 
8033 W4x23% 3.00 8094 Y%xlK% 2.25 
8035 Wx % 1.00 8095 Yyx1% ~—-2.00 
8036 ¥%x1% 1.50 8096 Y%xl% 1.50 
8037, 1%xl% 2.90 8097 %x1% 1.25 
8038 15x14 3.30 8098 x13 1.50 
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LIST PRICE OF MOULDINGS 


Prices seers Are for 100 Lineal Feet 
of Moulding 


Mldg. Midg. 

No. Size Price No. Size Price 
8100 %x2% $2.50 8265 ¥4x1% $2.00 
8115 4x1% 2.00 82661% 1%x3% 6.20 
8116 %x1% 1.50 8267 14x34 6.60 
8117 %xl% 1.25 8269 14%x4%4 7.85 
8118 Y%xl\% 1.25 8269% 1%x3% 5.80 
8119 Yxly% 1.50 8271 Yx1% 

8120 Y%x1% 2.00 8272 1% x2 

8121 Ux h 1.00 8273 Yx2%y 
8123 Yx1% 1.75 8274 Yx2y% 
8124 14% x2 3.75 8278 KHx3% 
8125 134x2% 5.00 8280 texl\% 
8131 WYxlh 1.50 8281 fsxl1% 
8132 fsx % a 8282 fexl% 
8139 tx % - 8283 14%x1% 
8140 Mux Y ‘ 8284 14% x2 

8141 wexlK * 8285 1%x2% 
8142 Hx1lK% i 8286 1%x3 

8145 Hx % 2 8287 14%x3% 
8146 tex % is 8289 WYx4%y 
8153 Y%xl\& ‘ 8290 WYx4% 
8161 %x1 ‘ 8308 Yx3%H 
8167 Hx1% ‘ 8309 Yx4%y 
8174 Yx1H% 4 8310 WYx4Vyy 
8177 Yx2 3 8311 W%x514 
8178 5x2 : 8341 WYx4y 
8180 WYx2y F 8342 WYx4y 
8221 YHx2\% r 8343 WxlK% 
8234 ¥x2% 5 8344 W%xlK% 
8238 1%x1¥% F§ 8345 4x14 
8242 Yx1l% f 8346 WYx1lK% 
8256 1%x1% 3. 8347 Ux1% 
8258 WYx2% 8348 Wxl% 
8263 WYxlH% 8349 WYxlK% 
8264 Yx1H% 8350 W%x1\% 
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MILL & WORK 
LIST PRICE OF MOULDINGS 


Prices Quoted Are for 100 Lineal Feet 
of Moulding 


Mldg. Midg. 

No. Size Price No. Size 
8358 ¥4x356 $4.20 8446 Wx2H% 
8359 %x4% 5.00 8520 Wx2 
8374 14%x1% 2.35 8530 Kx % 
8368 1%xlfe 3.15 8531 yx 
8378 11%x1% 2.358532 YWx2 
8384 Yx4% 5.00 8535 Kx 
8385 Wx5% 6.00 8540 %x1% 
8386 ¥%x7% 8.00 8541 4x1K% 
8387. 13%4xlfe 3.15 8542 %x1% 
838714 1%xlf, 3.15 8543 Y%xlh% 
8389 1%x1% 3.55 8544 Yx2% 
8393 134x2%4 5.50 8545 x % 
8394 Wx45% 5.50 8546 fsxit 
8395 Yexl% 1.10 8560 Uxly 
8396 1%x2% 4.15 7561 Ux % 
8379 x5 6.00 8562 %x 
8398 Mxl% 1.10 8563 Hx te 
8399 136x2%4 5.50 8564 isx fs 
8400 144x5 9.10 8570 Ux fs 
8401 1}%x2% 5.50 8571 Ux % 
8403 Ysxl%. 1.20 8600 WxlH 
8404 Hx % 3.25 8601 Wx1H% 
8410 1%x25% 5.00 8610 Ux V% 
8413 Kx Yo 4.25 8611 Ux % 
8414 YWx2y 3.25 8612 Ux % 
8415 Yx7% 8.00 8613 Yx1% 
8420 Yx2%y 2.75 8614 Yx1Hy 
8421 Yx7% 8.00 8615 WYx24 
8422 Y%x 4% 1.00 8619 4x 
8424 W%4x7% 8.00 8620 Ux K 
8426 Wx7% 8.00 8621 Mx1¥% 
8427 Hx YH 1.00 8623 34x3% 
8437 Wx4y%y 5.50 8624 ¥4x2% 
8438 Wx4y 8626 4x3 


BILT @ WELL 
While MMMM 
MILL 8 WORK 
LIST PRICE OF MOULDINGS 


Prices Quoted Are for 100 Lineal Feet 
of Moulding 


Midg. Midg. 

No. Size Price No. Size 
8627 S4x2% $2.75 8706 UYx4%y 
8628 H%x2% 2.50 8707 WMx4H 
8629 ¥x2% 2.50 8711 Yx3% 
8635 §4x2% 2.75 8712 Yx3H% 
8636 %x3% 4.00 8713 1%x1\% 
8638 1%x5% 10.90 8716 Mx5% 
8640 54x3¥%% 4.20 8721 134x2 
8641 %x3% 4.20 8722 1%x5 
8641% %x4%y 5.25 8740 Yx1% 
8642 WYx3% 4.20 8741 x54 
8643 WYx3% ~~ 4.20 8785 WUx7% 
8655 fsx134 1.40 8786 WYx7'4 
8656 %x2% 1.75 = =8790 Wx7% 
8657 ¥%x2% 2.50 8828 Yx7V% 
8658 54x2% 3.00 8875 154x2% 
8659 54x34 3.75 8876 136x254 
8660 Wx2% 3.00 8890 ts x24 
8665 Yx3% 3.75 8891 wsx1% 
8667 ¥x2% 2.50 8900 14%x1% 
8669 %4x3% 3.50 8901 134x1% 
8691 M%4x7% 8.00 8902 154x1% 
8692 %x7% 8.00 8903 15%x1% 
8695 1%x3% 7.00 8920 1 xl¥% 
8696 154x2% 7.60 8921 14% x2% 
8700 54x35 4.00 8922 Yx2% 


8705 %x4% 5.00 


Price 


$5.00 
6.00 
4.20 
4.20 
2.35 
6.50 
4.50 
9.10 
2.25 
6.50 
8.00 
8.00 
8.06 
8.00 


1.75 
1.00 
2.10 
3.50 
5.50 
5.50 
2.90 
5.00 
2.75 
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Ingredients in One Cubic Yard of 


Concrete* 


Sand-voids, 40%, stone-voids, 45%; Portland- 
cement barrel yielding 3.65 cu. ft. of paste. Bar- 
rel specified to be 4.4 cu. ft. 


Proportions 
by volume 1:2:4 1:2:5) 1:2:6 1:246:5 1:2%:6 1:3:4 
Barrels cement per 
cu. yd. concrete..1.30 1.16 1.00 1.07 0.96 1.08 
Cubie yard sand per 


eu. yd. concrete. .0.42 3 0.33 40.44 0.40 - 0.53 
Cubie yard stone per 


cu, yd. concrete. .0.84 . 1.00 0.88 0.95 0.71 
Proportions 
by volume 1:3:5 1:3: 1:4:9 
Barrels cement per 
cu.'yd. concrete. .0.96 . 0.82 0.75 0.68 0.64 
Cubic yard sand per 
cu, yd, concrete. .0.47 PB 0.40 0.49 0.44 0.42 
Cubic yard stone per 
cu. yd, concrete..0.78 0.88 0.93 0.86 0.88 0.95 


*This table is to be used when the cement is meas- 
ured loose, after dumping it into a box, for under 
such conditions a barrel of cement yields 4.4 cu. 
ft. of logse cement. 


One-fifth more siding and flooring is needed 
than the number of square feet of surface to be 
covered because of the lap in siding and flooring. 
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Quantity of Mortar Required for Masonry 


and Plastering* 


One barrel of Portland cement and 3 barrels of 
sand, thoroughly and properly mixed, will make 
3 1-3 barrels, or 12 cu. ft. of good strong mortar. 
This will be sufficient to lay up 1% cu. yd. of 
rough stone, or about 750 bricks, with from % to 
3-8-in. joints, or cover 125 sq. ft. of surface, 1 in, 
thick, or 250 sq. ft. % in. thick. 


One barrel of natural cement and 2 barrels of 
lime, mixed with about % barrel of water, will 
make 8 cu. ft. of mortar, sufficient to lay 522 com- 
mon bricks, with from % to 3-8-in. joints, or 
about 1 cu. yd. of rough rubble. 


For the top coat of walks or floors, 1 barrel of 
Portland cement and 1 of sand will cover from 75 
to 80 sq. ft. % in. thick, or from 50 to 56 sq. ft. 
¥% in. thick. 


One barrel of Portland cement and 1% barrels 
of sand will cover from 110 to 120 sq. ft. of floor, 
% in, thick, or from 75 to 80 sq. ft. 3% in. thick. 


*These figures can be considered as approximate 
only, as the amount of mortar will vary on differ- 
ent jobs. 
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Quantities of Materials for Lathing and 
Plastering 


Miscellaneous Data: To cover 100 sq. yds, re- 
quires from 1,500 to 1,600 laths, or say 1,450 for 
an average job. 


Three-coat plastering on wooden laths, plaster- 
of-Paris finish, will require from 10 to 12 bu. of 
lime, 1% cu. yds. of sand, 2 bu. of hair and 100 
lbs. of plaster-of-Paris per 100 sq. yds. 


If the finish-coat is omitted, deduct 2 bu. of 
lime and all of the plaster-of-Paris. 


Tf sand-finished, omit the plaster-of-Paris and 
add % cu. yd. of sand. 


To cover. 100 sq. yds. with two coats of brick or 
stone walls, the brown coat and finishing coats, 
will require from 8 to 10 bu. of lime, 134 cu. yds. 
of sand, and 100 Ibs. of plaster-of-Paris, to 100 
sq. yds. 


Using Best’s Keene’s cement for brown mortar 
and Keene’s finish on expanded-metal lath will 
require, for brown mortar, 550 Ibs. of cement, 
5% bu. of lime, 2 cu. yds. of sand and 2 bu. of 
hair; for the finish, 300 Ibs. of cement and 1 bu. 
of lime per 100 yds. 


Hard plasters on expanded-metal lath, plaster- 
of-Paris finish, require, for brown mortar, 2,000 
Ibs. of plaster and 2 cu. yds. of sand; for the finish, 
1 bu. of lime and 100 lbs. of plaster-of-Paris per 
100 yds. 


One cord of stone, three. bushels of lime and a 
cubic yard of sand will lay one hundred cubic feet 
of wall, 
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Quantity of Nails Required for Different 
Kinds of Work 


For 1,000 
1,000 
1,000 
1,000 
1,000 
1,000 


1,000 


1,000 


shingles allow 4% lbs. fourpenny nails 
or 3 Ibs. threepenny. 
laths, 6 lbs. threepenny fine, or for 100 
sq. yds. of lathing, 9 lbs. threepenny 
fine. 
. ft.of beveled siding, 18 Ibs. sixpenny. 
. ft. of sheathing, 20 lbs. eightpenny 
25 lbs. tenpenny. 
. ft. of flooring, 30 Ibs. eightpenny or 
40 Ibs. tenpenny. 
sq. ft. of studding, 15 lbs. tenpenny and 
5 lbs. twentypenny. 
sq. ft.of 1 by 2% in. furring, 12-in. 
centers, 9 Ibs. eightpenny or 14 Ibs. 
tenpenny. 
sq. ft. of 1 by 2%4-in, furring, 16-in. cen- 
ters, 7 lbs, eightpenny or 10 Ibs. ten- 
penny. 
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